Interagency Report Control No.: 


This report is required by law {7 USC 21fl3). Failure to report according to the regulations can 
resu'ii in an ordei to cease and desist and to be subject to penalties as provided for in Section 21 f 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

COPY FOR 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) . 


See attached form, for 
additional information. 

* 

1. CERTIFICATE NUMBER: 43-R-0002’ 
CUSTOMER NUMBER: 1518 


form APPROVED 
OMB NO. 0579-0036 


Celsis Laboratory Group, St Louis, Inc 
Scientific Associates Inc 
6200 S Lindbergh Blvd 
St Louis, MO 63123 

Telephone: (314) -487-6776 


3. REPORTING FACILITY ( List all locations where animats were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 

* 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


" . 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


1 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or ■ 

surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o* 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tnanqurlizing drugs were 
used. 

E , Num b er of a nim a Is u p on whi chi tea ching , exp erim ent s, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh j 
the use of appropriate anesthetic, analgesic, or tranquiliz ; 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and Ihe reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

i 

4. Dogs 






5. Cals 






6. Guinea Pigs 

i 

• 

C 


C 

o 


7. Hamsters 

r 





8. Rabbits 

C 

5 % 3- 

3 3 

(* 


9. Non-human Primates 





1 

10. Sheep 


1 




ILPigs , 

• 


1 


l 

J 


12. Other Farm Animals 

• 



• i 






fc 

4 


13. Other Animals 



\ 




' 







- 







i 




ASSURANCE STATEMENTS 




1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquillzing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

• * 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying'the lACUC-ap proved exceptions, this summary im 
brief explanation of the exceptions, as well as’ the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee Ihe adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

• ^ 

| INAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( 7>*>e or Print ) 

* 

DATE SIGNED 


l FORM 18-23 (OCT 88), which is obsolete.) 


{ AUG 91 ) 


8U 


*1 T uLiV--. 

j u-UJ 







This report is required by law (7 USC 2' 43). Failure to report according to the regulations can See reverse side for Interagency Report Centre! No 

result in an otde' tc cease and desist and to be subject to penalties as p'OvdejHor^ip S|pyLo^2; Q addilional information. 3180-DOA-AN 

OSITED STATES DEPARTMENT OF AGRICULTURE pUT 1 * U» 

ANIMAL AND PLANT HfcALTH INSPECTION SERVICE IK^QRlUft' 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT) 

fc 

V 

/ 

VVWfitST ration NO. CUSTOMER NO. 

10H" R ' 0005 1487 

FORM APPROVED [ 

0MB NO. 0575-0035 1 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with (JSDA, 
include Zip Code) 

MAIUNCKROQT INC 

2703 WAGNER PLACE 

P 0 BOX 5840 

MARYLAND HEIGHTS, MO 630^3 
{314) 654-2000 

3. REPORTING FACILITY (Lrs; all locations where aiwna’s were housed or used In actual research, testing, teaching, or experimentation. orhe:d for these purposes. A‘tach adcitiona 
sheets if necessary.'! 


facility locations^*) 


See Attacheo Listing 


T 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OK RESEARCH FACILITY (Aftech additional sheets if necessary or use APHIS FORM 7Q2ZA ) 


■ - 

A. 

Animats Covered 

By The An final 

Welfare Regulations 

B. Number. Of 
an-mals being 
hred. 

Conditioned or 
rteld for Lse in 
teaching, fesling, 
experiments 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress. Dr 
use of pair- 

reiidvrnrj drugs. 

b. Numoer of arYmals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pa n or 
distress to tne anrmo's 
and for which app r opriaie 
anesthetic, analgesic, q< 

‘ trarqalizir.g drugs were 
used. 

E. Number af animals upon which teach 1 ng. 

#?xp eh merits* resea r Ch, surgery or tests were 
cnncucied involving accompanying pain or disiress 
to the animals and for which the use of aoproprials 
ahesthetic, analgesic, or tranqulifzmg drugs would 
have adversely affected the procedures, results, or 
in ie rpre ta tie n of the leach in g , resea rch, 
experiments, surgery, or tests. (An explanation of 

Ihe procedures producing pain or distress in these 
animals and the reasons Such drugs were nef used 
must Qe atta etie d to lh i$ report ) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols- C +• 

D + &) 

! 

4. Dogs 

• • 



- ... _ - - - 

i ! 

■ 

5 Cats 








6 Guinea Pias 

- 

JUR 



& 

7. Hamsters 






3. Rabbits 



I 

, 



9. Non-Human Primates 






10. Sheep 






11. °igs 



• - l _j— r 



12. Oilier Farm Animals 



i 






1 



1 3. Other Animals 

1 


r ^ — 1 ' - 


* 


■ 


. — _ — _ — - . _ 

- 










• 

- - - - 

L- - ^ ^ 



ASSURANCE STATEMENTS 


1) Professionally' accepidb'e standards governing ihe care, treatment, end use of animals, including appropriate use of anestheljc. analgesic, and iranquilizlng drugs, pda- 10, during 
anc following actual research, teaching, testing, sirgery, or experimentation were followed by this, ressarch facility. 

2} Each principal investigator has considered uliernatives tc pamfj) proceoures. 

3) This facility is adhering to the standards and tegjtaTons under ihe Act. and it Pas required that excsf>t ; nas tc the standards and regulations te specified and explained t>y ;he 
p-incipai investigate and approved by the institutional Animal Care and Use Cortmttee (IACUC). A summary of all the exceptions i$ attached to this annual report. In 
add-on tc Identifying the tACUC -approved exceptions, th ! s summary ‘nc'udss a brief explcnaiion or the exceptions, as well as the species and cumber ol animals effected. 

4} The attending veterinarian for this research facility ha 3 approbate authority to ensure the provis on of adequate veterinary care and to oversee the adequacy of other 
aspects of animfil care and use. , . 


s 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

\ certify that the above is true, ccrrect, and complete (7 U.S.C. Section 2143) 


s 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

OATE SIGNED 





ft-ji 3/^3 


\S 


PARTI 

ftftT 


headquarters 

0 ft 2QQ3 ; 


ct C8), whii 



This report is required by taw {7 DSC 2)43). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject, to penalties as provided for in Section 21 f 


See attached form for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

• a 


ANNUAL REPORT OF RESEARCH FACILITY 


1. CERTIFICATE NUMBER: 43-R-0008 
CUSTOMER NUMBER: 1444 


Washington University 
Lindell & Skinker Blvds 


( TYPE OR PRINT ) 


youh 


St Louis, MO 63130 



Telephone: (314) -362-3229 


FORM APPROVED 
OMB NO . 05^9-0036 



3. REPORTING FACULTY ( list a I) locations where animals were housed or used In actual research, testing, or experimentation, or hold for (hose purposes. Attach additional sheets If necessary } 




FACILITY LOCATIONS ( Sites ) - See Aiached Listing 


| REPORT OF ANIMALS^ USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If nacessaiv or use APHlS^orm 7023A~t 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

. 

B. Number of animal 
being bred, 
conditioned, or 
held for use in | 

teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Numb® of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or usa or 
pain-refreving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 

conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
trenguilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery Dr tests were conducted involving 
accompanying pain or distress to the animats and for wfr 
tha use of appropriate anesthetic, analgesic, or trenquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of tha procedures 
producing pain or distress in these animate and the reasc 
such drugs were not used must be attached to this report 

F, 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


4 

315 

* 

' 319 

5. Cats 

% 


I 

3 


3 

6. Guinea Pigs 

92 

333, 

171 


504 

7. Hamsters 


123 

40 

i 

163 

8. Rabbits 


372 

390 


762 

9. Non-human Primates 

39 

5 

200 

- 

205 

10, Sheep 

• 


L 

• 

| 0 

IT. Pigs 



378 


1 378 

1Z Other Farm Animate 



- 




1 * 




0 

13. Other Animals 






Bats 

106 


23 


23 

Gerbils 


38 

94 


132 

Chinchillas 

-r 


14 


14 


| ASSURANCE STATEMENTS 


1) Professional)/ acceptable standards governing the care, treatment, end use of animals, including appropriate use of anastatic, analgesic, and tranquilftng drugs, prior to. during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research fad/tty. 


2} Each principal investigator has considered eftemetives to partrfu) procedures. 

3) This facility is adhering to the standards and regulations under the Act. end It has required that exceptions to the standards and regulations be specified and explained by the principal Investigator and apf 
institutional Animal Care and Use Committee (IACUC], A summary of all such exception* fa attached to thl» annual report lr addition to identifying the lACUC-epproved exceptions, Ihis summary ir* 
Brief explanation of the exceptions, as weR e& the spades and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary cera and to oversea the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

( Chief Executive Officer or legally Responsible Institutional Official } 

■ 

• 



- 

1 Sir^MTURFnFC Fn OR [NSTlTUTinNAl OFFIHIAI 

It A 1 1C # TTT1 C i^C r* c n no I*I^7 ITT mr\Li * » a. i i n l 

i 



DATE SIGNED 

ll/zs-ji, 3 


* v * r>w ■ vp \ivi ■ %#i 

( AUG 91 ) 


wj^Hiuoa a wx i lji >|f| 




mirvi ww 


osoiete.) 




O 

2 2003 








This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order lo cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional inforinalion. 


Interagency Report Control No 
01 BO-DO A-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

- (TYPE OR PRINT) fjM £' 



1. REGISTRATION NO. 

CUSTOMER NO. 


- 

43-R-0009 

1399 


FORM APPROVED 

OMB NO. 0579-0036 

| 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA , 

include Zip Code) 




YOUR 

MIDWEST RESEARCH INST 


425 VOIKER BLVD 



ion 

KANSAS CITY, MO 64110 
(816) 753-7600 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION Series) 


See Attached Listing 



[ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7 023 A ) 

_ 

A 

Animals Covered 

By The Animaf 

Welfare Regulations 

B. Number of 
animais being 
brad. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and far which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs wouid 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C • 

D + E) 

- - - - 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquili 2 ing drugs, prior lo, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

ti 

2) Each principal investigator has considered alternatives to painful procedures. r 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions Jo the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee ((ACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE n ^ n rtt? iwqtiti mrnu at ncciriAi I k \ a aac j?_ titi a r \ n r r r\ no iwctiti itihmai rkcrcir'iAi /Ti/nA A f Dr/n/t 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct SB), which is obsolete 


DATE SIGNED 

/// / 

• /ZojoZ 


PART 1 - HEADQUARTERS 


% fYi \ t£L i Ci cO CTv- ^ if ^ 


•Ty 9 o 


on no 





This report is required by iaw (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control Mo 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN . 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

COPY III 

_ UffilM 

1, REGISTRATION NO. CUSTOMER NO. 

43-R-0011 1507 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEA 

incl 

R YG 

MM 

kDQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
ude Zip Code) 

ST LOUIS UNIVERSITY 

n p 221 N. GRAND BOULEVARD, DB-1 06 

^ . ST LOUIS, MO 63103 

U {314)577-8345 

3, REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION S(sites) 


See Attached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, - 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
, must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 



2 


2 

6. Guinea Pigs 






7. Hamsters 



122 

s • 

122 

8. Rabbits 


48 

282 


330 

9. Non-Human Primates 

r ** 






10. Sheep 


* 



.. 

1 1 . Pigs 



33 


33 

12. Other Farm Animals 












13. Other Animals 






Ferret 


S 

2 


2 

Opn.ci cnim 


m 

12 


12 

• 




- 

— 


ASSURANCE STATEMENTS 


1) Professionally 'acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pnncipal investigator has considered alternatives to painful procedures. 

* * • * h 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

it the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNA 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

,0 l’-/e>3 


APHIS t88), which is obsolete PART 1 - HEADQUARTERS 

(AL 


OCT 1 5 2003 



H.* -> 


This report is required by law (7 JSC 2143). Failure lo report according to Jbe regulalions can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 SO. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
D180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) l L V \ 



1. REGISTRATION NO. 

43-R-0012 

CUSTOMER NO. 
1495 

4 

FORM APPROVED 

OM6 NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include ; Zrp Code) 

• > i ; v ! i* r’ b 

!: } y ; £. i; i ii s j 

owsatioT 

KIRKSVILLE COLLEGE OF OSTEOPATHIC MEDICINE 

800 W JEFFERSON ST 

KIRKSVILLE. MO 63501 
(660) 626-2400 

- 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, lesting, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfstfesJ 


See Attached Listing 



Tiroken-Burne t t Ressearcb Bldg, 


REPORT OF ANIMALS USED BY OR LINDER CONTROL OF RESEARCH FACILITY (Attach addittonai sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal ! 

Welfare Regulations 

,B. Number of 

animals being 1 

bred, 

conditioned, Of 

iield for us<* in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

4. Dogs 

0 

5. Cats 

, 18 

6. Guinea Pigs 

0 

7. Hamsters 

0 

<3 . Rabbits 

0 

9. Non- Human Primates 

0 

10. Sheep 

0 

11. Pigs 

0 

12. Other Farm Animats 

0 


13. Other Animals 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetc, analgesic, or 
!ranquiJf 2 ing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which tha use of appropriate 
anesthetic, analgesic, or tianqurlizing drugs woulL 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments. surgery , or Jests. (An explanation of 
the procedures producing pain or distress in these 
animate and the reasons such drugs were not used 
must be attached to this report) 



TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



4, 624 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

* 

2) Each principal investigator nas considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and -eguJations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (1ACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary rncf<Jdes a brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending veterinarian lor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer or Legally Responsible Institutional official) 

l certify that t ie above is true, correct, and complete (7 U.S.C. Section 2143) 


RinNATi irp nrrpn hpi 



NAT nFFir.fAt l 

I NAMP R, TIT! FriPflFri DR IKIRTITI ITInNAI nFFiriAl fTVnp. nr Prints 

DATE SIGNED 

i 

\ — - 

10'- 22- 02 

fc 



APHIS FORM 7023 
(AUG 91) 


{Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






This report is requirec by law {7 USC 2143). Failure to report according to the regulations con 
result in an order to cease and desist and lo be subject to penalties as provided for in Section 2’ 50. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH [NSPECT.ON SERVICE 


See reverse side for 
additional information. 


tnleragency Report Control Nc 
0130-00 A -AN 



ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

V- : . =. s; • 

IKFufMj 


3. REPORTING FACILITY (List all locations where animals were housed cr used in actual research, testing, teaching, or experimentation, or held for these purposes, Attach additional 
sheets if necessary.) 


1. REGISTRATION NO. CUSTOMER NO. 

43-R-0015 1504 

FORM APPROVEO 

OMB NO. 0579-0C36 

2. HEADQUARTERS RESEARCH FACILITY (Name anti Address, as registered with USDA, 

: nclvdQ Zip Code) 

ST JOHN’S MERCY MED CTR 

815 S NEW BALLAS RD 
l"! * ST LOUIS, MO 63141' 

\ ill H iii ilia 

t 



FACILITY LOCATIONSf's/tes) 


S)TH1 

ST LOUIS, MO 63141 


j REPORT OF AN/MALS USED AY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023 A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for uee in 
teaching, testing, 
experiments, 
research, or 
surgery but no! 
yet used for such 
purposes. 

C. Number of 
animate upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
wnich experiments, 
teaching, research, 
surgery', or tests were 
conducted involving 
accompanying pain or 
d stress to the animals 
and for which appropriate 

anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Numfcer of anima/s upon which teaching, 
experiments, research, surgerv or tests were 
conducted involving accompanying pain or distress 
to the animate and for wnlch the use of appropriate 
anesthetic.analgesic, or tranquiiizinc drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached lo this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols .C + 
OtE) 


4. Dogs 


5, Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 



13, Other Animals 


Ferret 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and iranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

1) This facility is adhering lo the standards and regulations under the Act, and it has required (hat exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report, in 
addition'lo identifying the lACUC-approved exceptions, this summary includes a brief explanation or the exceptions, as we// as the species and number of animals affected. 

4) Th9 attending veterinarian for this research facility has appropriate authority to ensure (he provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is tme, correct, and complete (7 U.S.C, Section 2143) 


SIGNATURE OF C.E.O, OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



APHIS FORM 7023 
(AUG 91) 


(Replace VS FORM 18-23 (Oct 8B), which is obsolete 


PART 1 - HEADQUARTERS 





This report is required by law (7 l/SC 2143). Failure to report according to /he regulators can See reverse side lor Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. add tional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF A GRlCUl TURF 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

71 ' ‘ ■m •••. 

? HK . , ?. s 1. 1 

... . _ it d ktf fiTl 

1. REGISTRATION NO. CUSTOMER NO. 

43-R-0021 1471 

FORM APPROVED 

OMB NO. ,0579*0036 

**% 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address T as registered with USD A, 
include Zip Code) 

THE UNIVERSITY OF HEALTH SCIENCES 

1 750 INDEPENDENCE AVE 

KANSAS CITY, MO 641 06 
i= f\ i y i ' (816) 283-2000 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, teshnq, teaming, or experimental ron, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONS/s/tes; 

/ • . 

See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use A^t IIS FORM 7023 A ) | 

A. 

Animals Covered 

8y The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expert me nts. 
research, or 
surgery hut no! 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
'esearch, 
experiments, or 
lests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 

disiress to the animals 
and for which approprate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon wnich leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which Ihe use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, resulls, or 
interpretation of tie teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the masons such drugs were not used 
must be attached to this report,) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

0+ E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

a 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

• 

0 _ 

0 

0 

7. Hamsters 

0 

0 

- -1 

0 

0 

0 

8. Rabbits 

0 

• 

0 

0 

0 

0 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 

0 

0 

0 

0 

0 








- 











ASSURANCE STATEMENTS 1 


1) Professional ly acceptable standards governing the care, treatment, and use of awmais, including appropriate use of anesthetic, analgesic, and (ranquifizing drugs, prior (o, during, 
and following actual research, teaching, testing, surgery, cr experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

, _ 

3) This facility is adhering to ihe standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the institutional Anrnal Care and Use Committee (1ACUC). A summary of alt the exceptions is attached to this annua/ report, in 
addition to Idenlifying the JACUC-ap proved exceptions, this summary indudes a brief explanation of the exceptions, as wei! as (he species and number of animals affected. 


4.) The attencing veterinarian for this research facility has appropriate authority to ensure the provision of acequate veterinary care and to oversee the adeauacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

l certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

• 

SIG 

» or Print) 

DATE SIGNED 



// j J j° 3 


APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 38), which Is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 


Ol-C cir-C" 

V 2-<V 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
resull in an order to cease and desist and 1o be subject to peralties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL ANC PLANT HEALTH INSPECTION SERVICE 


See reverse side foi 
additional information 


Interagency Report Control No 
0160-DOA'AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) C9PY 



1. REGISTRATION NO. 
43-R-0029 

CUSTOMER NO. 
1488 

“ORM APPROVED 

OMB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, I 

include Zip Code) 

i YOUR 

MAPLE WOODS COMM COLL 


2601 NE BARRY RD 



ATIQN 

KANSAS CITY, MO 64156 
(816) 437-3237 

- 


sheets if necessary.) 


See Attached Listing 



FACILITY LOCATIONS (Sites) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Cove'ed 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposos. 


C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invo'ving 
accompanying pain or 
distress tn the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranauiiizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery .or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic. analgesic, or Iranquilizing drugs would 
have adversely affectec the procedures, results or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cnls*. C 
D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, ncluding appropriate use of anesthetic, analgesic, end tranquilizing drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. . 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standaids and regulations under (he Act, and ii has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (iACUC). A summary of a If (he exceptions is attached to this annual report. In 
addilfort to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and numbe' of anima s affected 

4) The attending veterinarian for this research facility has appropriate authority to ensure (he provision of adequate veterinary care and to oversee the adequacy of other 
aspecls of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

i rArtifv ab ove is true, correct, and complete (7 U.S.C. Section 2143) 

S1G I NAME & TITLE OF C.ELO. OR INSTITUTIONAL OFFICIAL (Type cr Print) - I DATI 


DATE SIGNED 


APHio rurmvi 
(AUG 91) 


(Kepiaces vs i-ukm i z-z.i luct bbi, wnlch is obsolete 


PART 1 - HEADQUARTERS 




This report is required by law {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided tor in Section 2150. 


See reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY f . . , j ,• 

(TYPE OR PRINT) ^‘2 


1. REGISTRATION NO. 

43-R-0029 


CUSTOMER NO. 

1488 


Interagercy Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 05^9-0036 


m 


2. HEADQUARTERS RESEARCH FACILITY (Name anti Address, as registered with USDA , 
include Zip Code) 

MAPLE WOODS COMM COLL 

?, y V P h l P 2601 NE BARRY RD 

f KANSAS CITY, MO 64156 

5 (816) 437-3237 


U ft i 0 U ft 

• ft 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use this form.) ! 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C, Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, o' 
use of pain- 
refieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain cr 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teach.ng, 
expert menls, research, surgery or tests were 
conducted involving accompanying pain or dist'ess 
to the animals ana for which the use of appropriate 
an esthetic, analgesic, or tranquilizing drugs would 
have adversely affected ihe procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

1 


Horses 


Cattle 





ASSURANCE STATEMENTS 


T) Professionallyacceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquifizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or expert mentation were followed by this research facility. 

Z) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and jJ has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of aft the exceptions Js attached to th Is annual report. In 
addtoon io identifying the lACUC-apprnved exceptions, this summary includes a brief explanation of the exceptions, as weil as the species and number o* animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure (he prevision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that Ihe above is true, correct, and complete (7 U.S.C. Section 2143) 



SIGNA1 


*rini) 


DATE SIGNED 


APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


w V 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and ta Ue subject to penalties as provided for in Sector PI SO 


See reverse side for 
additions 1 information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
43-R-0030 


CUSTOMER NO 

1394 


Interagency Report Control No 
01 BO -DO A- AN 


FORM APPROVED 
OMB NO. 0579*0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) r-Qpy 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

TRUMAN STATE UNIVERSITY 

R YOUR SCIENCE DIVISION 262 SH 

L KIRKS VI LLE, MO 63501 

TOC 4Cm 




(660) 7B5-4597 


3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION S(sftes) 

See Attached Listing 

i O Ipl a 4 r u- cl e tr* H a 1 I 

K J j-'h 

1 j 

f 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHtS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, - 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animats upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
Irenquilizing drugs were 
used. 


E. Number o # animate upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which ihe use of appropriate 
an esthetic, an algesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cots. C + 

D + E) 


4. Dogs 


5. Cats 


6 Guinea Pigs 


7. Hamsters 


8, Rabbits 


9 Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, includfngappropnate use of anesthetic, analgesic, and tranquilizing drugs, prior lo, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by ihe 
principal investigator and approved by the Institutional Animal C^re and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In 
addition lo identi'ying the lACUC-approved exceptions, this summary' includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee (he adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY H E ADQU ARTE RS RESE ARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and comolete (7 U S C Section 2143^1 


DATE SIGNED 


mo3 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18*23 (Oct 68), which te obsolete 


PART 1 - HEADQUARTERS 




MfV. • O /£)!! 

.ht ' .-r* 


o: 









f ^ I 


This report is lequired by iaw (7 USC 2143). Failure to report according to he regulalons can 
resu t in an orcer to cease and desist and to be subject to penalties as provided for in Section 2150, 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANtMAt AND PLANT HEALTH INSPECTION SERVICE 


1“ REGISTRATION NO. 
43-R-0031 


CUSTOMER NO. 
1425 


Interagency Report Control No 
01 80 -DO A- AN 


FORM APPROVED 
OMB NO. 0579-0036 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, es registered with USDA, 

ANNUAL REPORT OF RESEARCH FACILITY : i f 

rrvofZ DD DDTAtT\ ^ # iW ID«» C C D JEFFERSON COUNTY 

f /mr UK HK1N l ) S^PPMBTtOP 1000 VIKING DR 

UktmfolUL H/LLSBORO, MO 63050 

(636) 797-3000 _ 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or experimental ion, cr held for Shese purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATlONSf&fesJ 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquillizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
an esthetic, analgesic, or tranquilizirg drugs would 
have adversely affected the procedures, resulls. or 
interpretation cf the teaching, research, 
experiments, sjrge ry. or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this ' eport ) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + £) 




ASSURANCE STATEMENTS 


1J Professionally acceptable standards governing the care, treatment, and use of animals, Inducting appropriate use of anesthetic, analgesic, and tranquiliTiing drug?, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pri n cipa I i n vest i g a tor h a s co n si d er ed a I te rn a : ives to pai nf u I proced u res . 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to fhe standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying (he (ACJC-approved exceptions, this summary includes a brief explanation of the except ons, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer cr Legally Responsible Institutional official) 

! certify that the above is true, correct, and complete (7 US.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL ) NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DAT I 


DATE SIGNED 


9 IV# ■ 


I W ■ « v u 


yi wpiavoo 


w . JRM 18-23 (Oct 88), which is obsolete 


r>\Ki i - 


(AUG 91) 


<?-/6 -03 

HEADQUARTERS 

SEP 1 9 20 






This report is required bylaw (7 USC 2143), Failure 1o report according to the regulations can 
result in an order to cease and desist and to be subject (o penalties as provided for in Section 21 i 


See attached form for 
additional information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


2003 Annual Report of Research Facility 


Terminated Pharmacia-St . Louis 





1. CERTIFICATE NUMBER: 43-R-0033 
CUSTOMER NUMBER: 1403 


Pharmacia Corporation 
700 Chesterfield Village Pkwy 
St Louis, MO 63198 

(636) -247-6873 



FORM APPROVED 
OMB NO. 0579-0036 


^ A,f I 


|X^EPORTIN^=ACllU^(Us^lUoca lions where animals were housed or used in actual research, testing, or expen mentation, or held for these purposes. Attach additional sheets if necessary! 


Pharmacia-St . Louis facility locations (Sites ) * See At ached Listing 

research facility locations: Chesterfield Village, Creve Coeur, Newstead 


f REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

► 

B. Number of animal 

j 

being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use c 
pain -relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
su r gery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquillizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquil iz 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasi 
such dugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


31 

65 


96 

5. Cats 


! 

j 

i 

t 




6. Guinea Pigs 

• 


18 

- 

18 

7. Hamsters 


* 

268 


268 

B. Rabbits 


84 _ 

SR : 


142 

9- Non-human Primates 






10. Sheep 






11. Pigs 


12 


! 

12 

1 2. Other Farm Animals 



- 









13. Other Animals 

- 


- 






















ASSURANCE STATEMENTS 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesletic, analgesic, and trariquilizing drugs, prior to, during, and following actual res& 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and Ic oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

Responsible Institutional Official during specified timeframe: 10/01/2002 to 

4/15/2(1 

s 

NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 


AFnio rv^rMyi r vo t uryvi io-£o t S8), which is Obsolete.) 

( AUG 91 J 


tin n onm 






Attachment 1: 



2003 USDA Annual Report of Research Facilities 

Reporting period 1 0-01-02 through 4-15-03 
Registration #: Terminated Pharmacia-St. Louis 43-R-0033 


IACUC Approved Exceptions: 


1) The IACUC approved an exception for cage height for 18 rabbits in a telemetry 
study. In order to receive an adequate electronic signal for data collection, the 
transmitters were mounted to the top center portion of the cage ceiling. This 
reduced the overall cage height from 15 inches to 13 14 inches in the very center 
of the cage. The rabbits had ample space to move around the receiver, and 
adequate space to move about the cage and make normal postural adjustments. 

2) The IACUC approved an exception from the institutional exercise policy for dogs 
so that urine could be collected continuously from 3 dogs over a 4 day period. 
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This report is required by law (7 USC 2143). Failure 1o report according to Ihe regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


U N ITE D STATES DEPARTM ENT OFAGRlCULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
addtional information. 


interagency Reaort Control No 
0180-DOA-AN 



1. REGISTRATION NO. CUSTOMER NO. 

43-R-0036 1483 

FORM APPROVED 

OMB NO. 0579-0036 

[ 2 HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, | 

I include Zip Code) 


LITTLE CREEK FARM INC 

POBOX 2911 


LESLIE, MO 63056 


(573) 484-3085 



sheets if necessary.) 


See Attached Listing 



FACILITY LOCATION S(sites) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use AFHfS FORM 7Q23A ) 


Animals Covered 
By The Ani rral 
Welfare Regulations 


A. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Anlm§l5 at S 


donkeys 


13. Other Animals 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C, Number of 
animals upon 
which teaching, 
research, 
experiments . or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dags. 


D, Number of animals upon 
wfrtch experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranpuilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
aneslhetk^analgesic, or iranqu lizing drugs would 
have a aversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report ) 


TOTAL NO. 
OF ANIMALS 

(Cols, C ♦ 

D *• B) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquifizfng drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This faciliiy is adhering to ;he standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explarned by the 
principal invest gator and approved by the Institutional Animal Care and Use Corrmitiee (IACUC). A summary of alt the exceptions is attached to this annual report. In 
addition to identifying the lACUC-apprcved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ersure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


r - ' ~ I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DAT] 


DATE SIGNED 


A. ■ MV « V*\IM l V, 

(AUG 91) 


(nepiflves v taj rwrvm m-w \<UCt 88), Which Is obsolete 
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This nopofl Is required by taw (7 U€C 2145). Riflur* 1$ report according (a thn regulator* un See re-vcrso side; tot interagency Rcppd Control No 

;*3Uh Ift in ore t? to dne?« and desist and to bn subject to peruKIts as proved tor in Scdlon 21C0, »d4fHon*t hfotmaltofl. 01 eO-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL ANO PLANT HEALTH INSPECTION ScRViCE 

• 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

v L ■ t 

1 *“ r fi i 

.... UnAu 

1. RfcGIST»ATK>4 no. customer no, 

40-R-QC37 U& 

FORM APPROVED 

OM6 NO. 0579-0036 

2. H EADQC ARTE R4 R« EAR C H F AC IUTY (Name? wad A Mrees, « mgtta md wiTA USDA, 
induct* Zfp Co<f€) 

CENTRAL MO STATE UNIV 

WCW SCIENCE 306 

.... . ‘ " WARRENSBURG, MO 64003 

•.L.LtL'jU pigsamw 

1 3. REPORTING FACILITY (U?i alt locattons where aninwra ware housed or used in actual rewprch, testing. leaching, or eKpc-itnematton, or held Far IHrs* purposes. Attach no^iaonBl 
{ sheets IF necessary,] 


FACIUTY LOCAnOftSftffWj 


Sec Attached IMng 



* . . . - 




1 REPORT OF ANIMALS USED »Y OR UNO** CONTROL OF RESEARCH FACILITY (Attach addition*! shwtfstmceuary or vs* A PHtS FORM 7D23A ) 


ft. 

Animal t C&v^vd 

9y 7h« Animal 

Wdfsre Rnguindana 

B. Number qf 
animala being 
bred, 

condhtonad. cr 
held fpr In 

teadling, testing, 
expoirntnu, 
reseeidi.or 
•urpery but rwl 
yet used for such 
purpose^. 

c. wumearef 
animate upon 
which teaching. 
•TWUiJ l| 
expehfnenb. or 
leyta were 
eendudod 
invdvtog no 
pain, dm # 
uftcofpaln- 
rtntvtog arug^ 

p. Number of animals upon 
which axpetirwnts, 
ttaching, resnantm, 
surgery, or Kata we 
O0n0ua«J hvdvtng 
«docnpanylng pain or 
tgtha nrrtmarts 
end for wnien apprgpfnte 
aneathatc. analgesic, or 
tranqulllxJng drugs were 
ueed. 

E, Number of enimala upon which irachmg. 
expeftmt ntt, research, oegary or lesia wrx 
conduced hrvoMnfl ftftCMnpanylnB pain ordtatrcaa 
to die animals and hr which tia uae of appra^Me 
aneslhctic.inaifleilc; or irancMIzhB dnuci would 
heva adversely affoclod ihe procedures, renUl?, or 
Htcrpraiftlon of the leaching, research, 
expeflmertk surgery, or tests. (AA ejrptowffon of 
fha procedure* producing pwi h cr dmrest b tbr^c 
onirr*i$ wnd fh« rtwioiix Soth drug* were not utwd 
muaf de attached to this mpod) 

r. 

TOTAL no. 

Of ANIMALS 

(Colt. C F 
O^E) 

4. Doga 






5, Cat* 






0. Guinea Pigs 






?* Ksm&tara 



4 

• 


5. Rabbit® 


4 

, 


4 

9. Non-Hutron Prlnnatofe 





a 

*10. Sheep 



i 

i 



1 1 . Pig® 






\Z Other Farm Animals 












13. other Animal* 

1 


1 

. 



ground squirr 

el 


1 

r 

| 

l 

zhipmuiiks 

7 


13 






1 ' 

I 


j ASSURANCE STATEMENTS | 


1) pi , eff*Kiqn*fly acceptable stenderda povermhg ihe ewe, Itealmnrtf , end tee of orinwfc, including appropriate u#e or anftslhetlc, analgesic* and hiinqurttzfftp tfn»ge, pr<o* to, during 
erd following aelud research. leaching, taetln g, surgery, or aspertroeMJillpn were followed by tits reeeinft tadlly, 


*) Each principal toviwitigaiof has conferred ett«na lives. o peinlur procedures, 


This toeliiy Is adhering to tie ^andeirda and mgUellona under the Ad. and R has roqvired lhal eueepflois to the standards and regulations ta specified and explained ay the 
principal hveftigelor «r(J approved by tna lnsilUDM# Animal Care and UaaCemrrttlee (1AGUCJ. A auewnary of all the deception* la attached to Oil* annual report, to 
adoption lo WenCfyltig IN lACIC-ap proved exceptions. Ns summary Indudes a brief axpliwitton of the exddp8ons< aa well as fh* spedes and numb* of animas affected. 


4) The attending wicrfcianan for this (iNFdi tad% has appreciate adhorilyto ensure the pwiiion of *dc«*qeie veterinary can? and to oversne die adequacy of other 
aspect* of animal cere and «*, 


R 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chl«f Executive Officer or Legally Responsible Institutional offfctel) 

t certify that <no above to true, correa, and complete (7 u.s. C. Section 2143) 


INSTITUTIONAL OFFICIAL 


NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Typ* or Print) 


PATE SIGNED 


. - — (Replace# VS FORM 1**3 <Oct 18}, vtflen to ablate 

(AUG 91) 
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9704947461 


USDA APHIS AC WRO 


PAGE 01/05 


This report Is required by 'aw (7 US C ZH-3). Folium to report acceding lei the repub liDns can 
result In an order la tense end ctestel and !□ he subject to penalties es provided for in Section 2150. 


See reverse aide for 
addllfonel lirformBtlan. 


UNITLO STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1, REGISTRATION NO. 
43-R-D041 


CUSTOMER NO, 
1416 


I ri ter agency Report Control No 
Qiao-DO.VAN 


FORM APPROVED 
OM9 NO. 057P-0D3G 



' 1 ■?. HEADQ UARTE RS RESEARCH FAC I U TT ( Nam ti nrtd A ddress. s s repute r ptf wj| n USDA , 

annual report of research facility motude Z/p CsHcj 

rrvpp no pqtmt\' central inst for the deaf 

(irrt UK PKINI) , , v 4500 CLAYTON AVE 

iiVi ST LOUIS, MO 93110 

"" (31 d) 077-0221 


1 3, REPORTING facility (List all iDcatlem where animals were hoiked or used In acruei research, testing, leaching, or experim email on, ar hold for lhese purposes, Attach addillnnal 
sheets If necessary.) ___ 


FACILITY LOCATfONS^/fos,} 


See Attached Listing , . 

4 S C O c^t /XvC MO C^l/u 



REPORT OF ANlIVtALS USED BY OR UNDER CONTROL OF RESEARCH FaCIUTY (Attach atfcrrrfo/ie/ shcHs If necessary or vse APHIS FORM 70234 ) 

A, 

Animate Covered 

By The Animal 
\Afo!tere Regulations 

EL Number of 
animate b^lng 
bred. 

cnDcfHloned, or 
held for |n 

teaching, testing, 
experiments, 
research, or 
surgery bui not 
yol used for such 
purpose*. 

C. Number of 
anlmnfr- upon 
which teaching, 

rosaerch, 
experiments, or 
lesle were 
eon dud od 
involving no 
pain, distress, or 
use of pain- 
re f levin g drugs, 

D. Number of animate upon 

which experiments, 

teaching, research, 
surgery, of test? were 
conducted involving 
accompnyfog ppinor 
distress to Ihe animate 
and for which FipprgprlBle 

on^rdhpiic. snalpfiaic, or 
trenqu lilting drugr. wijre 
used. 

E„ Number of gnlmaia upon which teaching, 

experiments, research, surgery Dr teste vrere 

conducted involving accompanying p*!n or dlatresD 
to the pnlmale and for which the use of appropriate 
anesllteUtaopIpealc, or Iran pul fixing drugs would 
h?vg adversely isfFRcJpd the procedures, resulis. or 

Inlerprelotbn of ihe leaching, rcr^TCh, 
cxpprJmenla, surgery, or fosla, (An ekplanaihyn of 
tns procedures prvdudnff p&ln or rilriw ss (n these 
QnlfTvth ana (he reBsens avch drvQS were no/ u.’jpef 
rnusf 0e attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Coffl, C * 

D + e> 


4. Dogs 


5. Cals 


6. Guinea Pigs 


7. Hamsters 


a, Rabbits 


9. Non*H Liman Pri males 


10, Sheep 


11. Pigs 


1 2. Other Farm Animals 



13, Other Animals 





ASSURANCE STATEMENTS 


1> Professionally sccephbln .stenciards govcminp llte cam, iroatmehl, And use of animals, including appropriate use of anesthetic, analgesic, and Imnqutlizing drugs, prior to, during, 
and following adu?l research, teaching , testing, surgeTy, or experimentation wore followed by Ihis research fodlliy. 

2} Each principal In v rc.t|fl9 tor has considered altempiiveB to pdinfo) procedures. 

3} This Isdllty Is Fidhednn to the sfondards and regulations under the Ad, and It h?a required mat exceptions lo me standards and regulations be specified and explained by the 
principal investigator end Bpprovrd by the Institutional Animal Care and Use Committee (lACl/CV A summary of an th<* ^xcepMen* Is attached to this annual report, In 
addition tg Identifying the I AC UC -approved exceptions, ih!g summary includes n brief explanallon ot the exceptions, as well ns ihe species ?nd number af animals affected. 

41 The attending veterinarian for this 'e^naruh raclllly has spproprUire eutnorfty to ensure Ihe provision or adequate veterinary care and Jo oversee the -ndeauficy of other 
aspects of nnlrriBf care and use, . 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Lagally Responsible Institutional official) 

I Certify that ths ab ove is true. correct and complete (7 LLS.C. Section 2143) 

SIGNATURE^F C.6.O. OR INSTITUTIONAL OFFICIAL | NAME S, TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print} 


APHIS FORM 7023 
(AUG 91) 


{R«p(acft» VS FORM 18-23 (Oct OT), which ia obsolete 
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This report is required by law (7 USC 2143). Failure lo report according to the regulations can 
result in an order to cease and desist and lobe subject lo penalties as provided for in Section 2 ISO. 


See reverse side for 
additional mformalion 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

43-R-0046 


CUSTOMER NO 

1463 


Interagency Report Control No 
C10P-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

■ UNIVERSITY OF MISSOURI-ST LOUIS 
OFFICE OF RESEARCH 
8001 NATURAL BRIDGE 



tui.isuiv ST LOUIS, MO 63121 

1 _ (314)516-5928 


3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held for these purposes Attach additional 
sheets. if necessary.) 


FACILITY LOCATIONSfsffesj 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 3. Other Animals 


Voles 


B, Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yel used for such 
purposes. 




C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs wem 
used. 


E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and for which the use of appropriate 
aneslhetic, analgesic, or tranquili 2 ing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D ♦ E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing Ihe care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, lest in g, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to ihe standards and regulations be specified and explained by the 
principal investigator and approved by Ihe Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the JACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

f certify that the above is true, correct, and complete {7 U.S.C. Section 2143) 


SIGNATURE OF C.E>0r>OR INSTITUTIONAL OFFICIAL Namf «■ titi p of r c n no iwqtiti rnniu ai nrcrriAL ( j ype or Print) I DATI 


DATE SIGNED 


<r 7>LfW k3 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 
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SEF-1 3-2003 11:20 


UICE FRQUOST FDR RESEARCH 


573 834 3371 


C 
[ ♦ 


This reooft is requin d by lew (7 USC 2143). Fsilyrc lo mporl according (0 ihc reflulaiiona C3h 
ritSjll In an order la cease And desist and to be subjed to penaluee aa provided for in Section 2150. 


See reverse sice for 
additional Information, 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1 , REGISTRATION NO. 

43-R-0048 


CUSTOMER NO. 
1461 


interagency fieoon Control No 
OISt^OOAAN ' 

FORM APPROVED 
OMB NO. 057S-CC2S 



2. HEAC>qUART£R3 RESEARCH FAC1UTY (Nzrne andAdCrpss, as registered waft USD A, 

ANNUAL REPORT OF RESEARCH FACILITY Mduda Zip Code) 

, - , UNiVERSfTY Of Mt$SOURI>COLUMBIA 

( I YFt UK rrilfy I J ^ j£3SE 

COLUMBIA, MO 65211 

(573) 86 2-3500 _ 

3, reporting FACIUTT (uai all locations where animals were housed or used in actual research, tesUng, teaching, or expsn mental! on. or held for thwe purposes. Aiiach oddiLonai 

sheets If necessary.) 

FAau^i^lOpf^ YO ! I P 

Saa Attached Listing lUmDAir ATIHM 


JNIORMAM 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH PAClLiTT (AfLflCh sMbrisi sheets tTneMSSiry pr use APHIS FORtJ 7 02ZA ) 


Animals Covered 
By The Animal 
Wdl»ne Regulations 


4. Dogs 


5. Cals 


8. Number of 

animals being 
bred. 

conditioned, or 
held for use In 
leacnmg, testing, 
axuanmenii. 
research, or 
aungery hui not 
yal usad for such 
purposes. 


44 


C. Number $ F 
animals upon 
which fetching, 
research, 
experl man is, or 
lasts were 
conducted 
imrdving no 
pain, dist/aas, or 
use of paln- 
ralltving drugs, 


61 


D. Number cf onimsls upon 
which experiments, 
teaching, n^eerciir 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anaalheuc. analgesic, or 
tranquillizing drugs were 
used. 


276 


E. Nunw of antmaia upon wniph reaching, 
experiment!, research, surgery cr teat* were 
conducted Involving acconpanymg pam or distress 
ic the anirrof* anc for which the me of appropriate 
anesthetic, analgesic, or tranqutilzfng drugs would 
have adversely affected the procedures, results. or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expienaifon or' 
the ,ivt!c*dures producing paj/t or distress in tn&ss 
s/tfimte sner ihc lyssons suen drugs were nor used 
(r-vst be anecned fe Ms report) 


TOTAL NO. 
OF ANIMALS 

(Cola. C + 
D* E) 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Ngn-Human Primates 



22 


51 


1 0 


51 


1 9 


381 

60 

27~ 

T02 


56 


85 



36 


42 


10 . Sheeo 


1 1 , Pigs 


12. OfharFarm Animal 


80 


1 92 


415 


1 36 


86 

743 



13. Other Animals 


Bats 



1 86 


1 9 
326 

202 


Gerbils 


Opossum 


Chinchilla 


ASSURANCE STATEMENTS 


1) Pro fesil anally acceptable standards governing the cjr$, Lnealmenl. and use Of animals, tnduding appropriate use of anesthetic, analgesic, and Iran quill zing drugs, prior to, dunng, 
end following actual research, leaching, tcsllng, surgery, or wperlmenislJon wore fallowed by th/a re scorch facility. 

2) Each principal InvssUgaior has considered alternatives to painM procedures. 

3) This facility Is adhering to the standards ;md regulations under Iha Ad. ano li h« njqulred that exceptions to iha standards end regulations be Specified and explained by the 
principal invesil^aior and approved by the Institutional Animal Cfara and Use Cirnn-iUoa (lACUC). A sun-invary of all the ixceptlorw la attached to thla annuel report In 
addition 10 identifying the lACUC-apo roved exceptions. mis SLiirrrory includes a brief explanation cr ihe exceptions, as well as (he species and number cf antmaia affected. 

4) The aUendlng veterinarian for this research facility hps appropriate euihcnty to ensure the provision of adeguolc v^tgnnsry care and to oversee tne adeouocy of other 
oppecls of anlma/ tare pnd use. 

’ CERTin CATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

{ChJof Bxscutive Offfc$r or Legally Responsible Instltulional offlolQl) 

l c ertify th et (he ab ovo is true, correct, and complele (7 U,$.C. Sacdon 2143) 


DATH SIGNED 


APHIS FORM 7023 
(AUG 91) 


(PftptaceB VS FORM 1M3 (Oct 89). which }« obeofala 


2S/&03 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject (o penalties as provided for in Section 2150. 


See reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
43-R-0050 


CUSTOMER NO 

1358 


c '! ,1 


Interagency Report Control No 
01 80-DO A- AN ' 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ROYAL CAN IN USA. 

5600 MEXICO RD STE 2 
ST PETERS, MO 63376 
(573)- 364-1 31 2 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 



See Attached Listing 


m 

i U * 6 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Dogs 


Guinea Pigs 


Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
leaching, research, 
surgery, or lests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anestnetic.analgesfc, or tranquilizrng drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
musi be attached to this report) 


TOTAL NO. 
OF AM'MALS 

(Cols. C + 

D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, (reatment, and use of animals, including appropriate use of anesthetic, analgesic, and Iranquifi zing drugs, prior 1o, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research faci/ity. 

2) Each principal investigator has considered alternatives to painful procedures 

3) This facility is adhering to the standards and regulations under the Aci, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC) A summary of all the exceptions is attached to this annual report, in 
addition to identifying the IACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as weil as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee Ihe adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



i a ■’▼-i ma— at ri n n r\n it itiau a i A«-nAr * 


a i»r n ■nriTi 


w- r* r* (A />rt r *i r «*> 


>4 nri Ai • m % /v 


DATE SIGNED 
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This report is required by law (7 USC 21^3). Failure to report according to the regulatons can 
result in an orcer to cease and desist and to be subject (o penalties as provided for in Section 2150. 


See reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
43-R-U051 


CUSTOMER NO 

1422 


„U-HY 

Interagency Report Control No 
0180-DOA-AN 


FORM APPROVEO 
OMB NO. Ob 7 9-0 036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered win USDA, 
include Zip Code) 

IM1VIVAC INC 
6060 BASS LN 
COLUMBIA, MO 65201 
(573) 443-5363 


3. REPORTING FACILITY (List al) locations wn ere animals weie housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) ’ 


FACILITY LOCATION S(sites) 


See Attached Listing / 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 

'A'c'fsrc rtOyUlsii GD3 


4. Dogs 


5, Cats 


6. Guinea Pigs 


7 . Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
hsi6 ror use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
aninefs upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquil izing drug s were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or lests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or lesls. ( Art explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

{Cols . C + 
D+ E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the cere, treatment, anc use of animals, including appropriate use of anesthetic, analgesic, and Iranquilizing drugs, prior to, during, 
and follow! ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This faciHy is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee -fACUC). A summary of alt the exceptions is attached to this annual report. In 
addition to idenlifying the IACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and numbe r of animals affected. 

4) The attending veterinarian for this research facility has appropriate authonty to ensure the provision of adequate veterinary care and to oversee the acequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



APHIS FORM 7&23 
(AUG 91) 


9 


ep/sces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 
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SEP 2 6 2003 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side tor 
additional information. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
43 -R -00 52 


CUSTOMER NO. 
1513 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0035 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

/~tvdp DD DDTA/T") < ^ ; i 0 p, r r a V S W MISSOURI STATE UNIV 

(TYPE OR PRINT) . U'i J ii ? lift slM 901 s national ave 

jMR3 M fi r 6 (i M SPRINGFIELD, MO 65804 

.*”« UiIPIAiIUN (417)836-5972 


3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for ihese purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (s/fes) 


See Attached Listing 

S W MISSOURI STATE UNIV, 901 S NATIONAL AVE 


SPRINGFIELD, MO 65804 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquili zing drugs were 
used. 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
aneslhetic.analgesrc, or tranquilizing drugs would 
have adversely affected the procedures, resulls, or 
interprets tion of theteaching. research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cofs. C + 

D + E) 

1 

1 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Horses 


13. Other Animals 



Brown Bat 

0 

8 

0 

0 

8 

Eastern Pipe- 
strelle Bat 

0 

8 

0 

0 

8 

Cattl e 

25 

16 

0 

0 

16 

ASSURANCE STATEMENTS 





• 

L 


1) Professionally acceptable standards governing Ihe care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering Id the slandards and regulations under Ihe Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigalor and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure ihe provision of adequate veterinary care and lo oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) \ DAT! 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 8B) P which is obsolete 


PART 1 - HEADQUARTERS 

l/ 


rn 2 5 2003 













This report is required by Jaw (7 USC 2143). Failure to report according to the regulations can See.reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 01 BO-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

11/ L l i; 

LLL£L 

1. REGISTRATION NO. CUSTOMER NO. 

43-R-0057 1418 

FORM APPROVED 

OM3 NO. 0579-0036 

2< HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

HEARTLAND HEALTH SYSTEM 
rnr vri*r- 5325 FAR AON ST 

^ 0 it I 0 U k ST JOSEPH, MO 64506 

jtt., r , pup r , , (816) 27 1 -6000 

f fc i* t.f- L- t r- i b 1 - 1 I „ 

3, REPORTING FACILITY {List a[J locations where antmals were housed or used in actual experimentation, or held for these purposes. Attach additional 

sheets if necessary-) 


FACILITY LOCATIONSfsrtesJ 

>■ * • ■ m i ■ i " i • i i ■ 

See Attached Listing 

- Ujt 5 t 

8 Hl TTTraon Street 

S-frTos-e/)^ YD i$ sou/ < 

I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
- purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthelic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 

4. Dogs 






5. Cats 

■6 





6. Guinea Pigs 






7. Hamsters 






8. Rabbits 




- 


9. Non-Human Primates 






1 0. Sheep 






1 1 . Pigs 






12. Other Farm Animals 






'i 






13. Other Animals 























' 


| ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or expert mentation were followed by this research facility. 

* 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by ihe Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as weli as the species and number of animafs affected 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

J certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



1 SlGNATtlRF DF C.E <\ DR INSTITUTIONAL OFFlClAI 

fvi a mc st TiTt c nc r c r* no ikJQTmiTinwAi nccirmr /Tx,** Dnnfi 


1 DATE SIGNED 

ih 


>ct 88), which is obsolete PART 1 - HEADQUARTERS 


OCT 


S 


2003 






-C - 1 > 
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This report is required by law <7 USC 2143). Failure to report according to the reguialions cart 
r&sult in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

43-R-0101 


CUSTOMER NO. 

1407 


Interagency Report Control Nc 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 





i HEADQUARTERS RESEARCH FACILITY (blame ana Address, as registered With USDA, 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

f~T\ r DP dd TA/TD n ri ru? «*««■» , ANilGEN LABORATORIES INC 

(TYPE OR PRINT) (,UPY FOR Y0IIR 28-36 s main st 

fans ftTj rt fefl LIBERTY, MO 64068 

MAH HUH ( 816 ) 781-5222 


3. REPORTING FACILITY (List all locations where animals were housed or uscdir actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 

( 

34 South Main Street 



Liberty, MO 64068 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHtS FORK'S 7023A ) 

A. 

• 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 

research, or 
surgery but not 
yet used for such 
purposes. 

C, Numbe r of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of oain- 

relievirg drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involvirg accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs wou ri 
have adversely affected the procedures, resuits, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

0 + E) 


4. Dogs 


5. Cats 


6 , Guinea Pigs 


7 . Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13 Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and t-anguilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or evperi mentation were followed by this research facility, 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (1ACUC). A summary of all the exceptions is attached to this annua! report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as we!) as the species and number of animals aTected. 

4) The attending veterinarian for this research facility has appropriate authori:y to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


a ™ n»r rur m ~ .K.cTmmm.A, NAME & TITLE OFC.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DATI 


DATE SIGNED 


7 hsk 


APHIS FORM 7023 

(AUG 91) 


(Replaces VS FOr|1jLY 8-23 (Oct 88), wWch is obsolete 


PART 1 - HEADQUARTERS 

s' ]S ' i * 

L/ l ] *v,VVv J 





This report is required by law (7 USC 2143). Failure to report according lo the regulations can See reverse side for interagency Report Control Mo 

result irr an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. Vj 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) COP 

IK! 

1. REGISTRATION NO. CUSTOMER NO. 

43-R-0102 1381 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

/ wpi N W MISSOURI STATE UNIVERSITY 

f I'im mm 800 UNIVERSITY DR • 

rjrCflH MARYVILLE, MO 64468 

!Uftom||U|| (660)562-1388 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


See Attached Listing 


» — t i ■ i ^ * ■>** ■ ■ * ■ 111 ^ 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023 A ) 

mm 1 1 I ill 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
leaching, research, 

Surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and ihe reasons such drugs were not used 
must be attached to this report) 

F. . I 

TOTAL NO, 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

n 

. 0 

o 

o 

...— o 

6. Guinea Pigs 

0 

0 

\J 

0 

0 

0 

* 

7. Hamsters 

0 

0 

0 

0 

• 

0 

8. Rabbits 

0 

0 

8 

0 

8 

9. Non-Human Primates 

0 

0 

• 

l 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 







13, Other Animals 

0 

0 

0 . 

0 

0 













- 






| ASSURANCE STATEMENTS ] 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the IACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as we)/ as the species and number of animals affected. 



The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate velehnary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SK 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

h- 


API 

(AUG 91) 



W f XI w ■ 


...vch is obsolete 


PART 1 - HEADQUARTERS 
















This report is required by [aw {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITEO STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
adoitional information 


Intsragency Report Control No 
0 1 3G-OOA-AN 


1. REGISTRATION NO. 
43-R-0104 

CUSTOMER NO. 
1542 

FORM APPROVED 

OMB NO. 0579-0036 

. 

J 2. headquarters RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Cade) 

SINCLAIR RESEARCH CENTER 

jT 1 }•"* ^ -j j • .• ’x, q m 

L ;; 1 i> 1 ^ 

5701 S SINCLAIR RD 


* r >j ;Ti >'■ :ji ;l A 

COLUMBIA, MO 65203 


tJS-AiiMiral imav. 

n 


3. REPORTING FACILITY {List alt locations where animals were boused or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach addtiona! 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


SINCLAIR RESEARCH CENTER INC 
COLUMBIA, MO 65203 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM /023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

8. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testrng, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
lasts were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

O. Number of animals upon 
which experiments, 
teaciing, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for wnich appropriate 
anesthetic, analgesic, or 
franquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surges or tests were 
con due led involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpreiation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 

must be attached to this report) 

- ■ — - - - 

* 

TOTAL NO. 

OF ANIMALS 

(Cols. C -+ 

D + E) 


4. Dogs 


5. Cals 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Hopcrr 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, durng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee ( IACUC ). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print .1 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 19-23 (Oct 56), which is obsolete 


12703/2003 


PART 1 - HEADQUARTERS 




This report f s required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in -Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUNT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

43-R-0105 


CUSTOMER NO. 
1591 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


•s'! i 1, 

\A 

\ r 5 , 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USD A, 
include Zip Code) 

MISSOURI WESTERN STATE COLLEGE 

? r X F ft V fl 4525 DOWNS DR 

* feUUll ST JOSEPH. MO 54507 

-'I t v > 3 SilL-a ii 2l si fkl ■ 


3. REPORTING FACILITY (List all locations where animafs were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


MISSOURI WESTERN STATE COLLEGE 
ST JOSEPH, MO 64507 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

. 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animais being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expen ments, 
research, or 
surgery but not 
yet used for such 
purposes. 

r 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used . 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animais and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5, Cats 


6, Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to idenlifying (he lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animais affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

% 

(Chief Executive Officer or Legally Responsible Institutional official) 

i certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) -■ 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






This report is required by law (7 USC 2143), Failure lo report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) £gpy ^ 

WFORI 

1. REGISTRATION NO. CUSTOMER NO. 

43-R-0107 1595 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

LINCO RESEARCH INC 

IPi Yi UR ^ 14 RESEARCH PARK DR 

“ ST CHARLES, MO 63304 

iH&HUn (660)441-8400 

3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LO CATIONS I'S/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7 023 A ) \ 

A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing urugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 

fc 


M 


.... Z8 

7. Hamsters 






8. Rabbits 


• 




9. Non-Human Primates 






10. Sheep 






11. Pigs 



• 



1 2. Other Farm Animals 










' 


13. Other Animals 











. 













[ ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and iranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painfui procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by ihe 
principal investigator and approved by the institutional Animal Care and Use Committee (IACUC). A summary of al! the exceptions ts attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as weil as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


s 

JFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


AF !M 18-23 (Oct 88), which Is obsolete PART 1 - HEADQUARTERS 




OCT - 9 2003 




~ ■/ 



£ b- //(To- -0 3 


This report is required by law (7 USC 2143}. Failure to report according lo the regulations can 
result in an order lo cease and desist and to be subject to penalties as provided for in Section 21 50. 


See reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
43-R-01 08 


CUSTOMER NO 

1596 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579*0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) COPY 


n 

B 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

PR mm' A B C LABORATORIES INC. 

tm 1 y I/ll 7200 E ABC LN 





Ilf fil I n m COLUMBIA, MO 65202 

(573)474-8579 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) • 


FACILITY LOCATIONS (sites) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7 023 A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the IACUC -approved exceptions] this summary includes a bn ef explanation of the exceptions, as well as the species and number of animals affected. 

r 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


1AL 0FF|CJAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) I DATl 



DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88)* whicii is uu&uiete 


rMf\ r i 


- HEADQUARTERS 


OCT 2 8 2003 







Ljt* K v 


This rcporl is required by law (7 USC 2143). Failure lo report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided far in Section 2150. 

4 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) firm 


See reverse side for 
additional information 


Interagency Report Control No 
01 80- DO A- AN 



1. REGISTRATION NO. 
43-R-01 10 

CUSTOMER NO, 
1G75 

FORM AP°ROVED 

OMB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILfTY (Name and Address, as registered with USDA, \ 

include Zip Code) 

K YOUR 

EXCEL BIO PRODUCTS INC 

PO BOX 104 

WASHBURN, MO 65772 

(417) 826-598 1 




3. REPORTING FACILfTY (List all locations where animals were housed or jsed in actual research, teslmg, teaching, or experimentalion, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


See Attached Listing ' 



1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach oddtUonai sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted irvolving 
accompany tug pain or 
distress lo the animals 
and for which appropriate 
anesthetic, analgesic, or 
Iran quitting drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animats and for which the use of appropriate 
anesthetic.analgesic. or Iran quilling drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cots. C + 

D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8 Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and Iranquilizing drugs, prior to, during, 
and following aclual research, teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal investigator has considered alternatives fo painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal invesligatorand approved by the Institutional Animal Care and Use Committee (IACUC). A summary of alt the exceptions is attached to this annual report. In 
addition to identifying the IACUC -approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian lex this lesearch facility has appropriate authorily Jo ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


^ MAT,,nr — ™ — — — INSTITUTIONAL OFFICIAL (Type or Print) TdaT 


t— A 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM lfi-23 (Oct 88), which is obsolete 


4*7- f 9 -LB 

PART 1 - HEADQUARTERS 

SEP 2 2 2003/ 




A * 


This report is required by law (7 USC 2143). Failure lo report according to the regulations can 
result m an order to cease and desist and to be subject to penalties as provided for in Section 215Q. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. 
43-R-01 1 1 

CUSTOMER NO. 

1677 


FORM APPROVED 

OM6 NO. 0579-0036 

| 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 1 

include Zip Code) 

i FGR VOW. 

LINCOLN UNIVERSITY 

PO BOX 29 

ROOM 306 A, FOSTER HALL 
JEFFERSON CITY, MO 65102 
(573) 681-5074 



3. REPORTING FACILITY <List all locations where animals were housed or used in actual research, tesling, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfstfesJ 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, Dr 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducied 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which approphste 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo ihe animals and for which the use of appropriate 
an esthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F- 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


4. Dogs 


5. Gats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



i 3. Oil \e\ Ai timais 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or expen mentation were followed by this research facility. 

2) Each pnncipal investigator has considered alternatives lo painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Commillee {IACUC}. A summary of all the exceptions is attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

i certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATJ 


ATflOC AC A C A AO IMOTITIlTIAkl At nCnriAl. A 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


— w 

PART 1 - HEAI7QI 


TERS 


)CT 1 4 2003 




OCT 3 0 ZiiUJ 


LcJj 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

43-R-01 12 


CUSTOMER NO 

1757 


Interagency Report Control No 
01 80- DO A- AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) . , 


COPY 




IlffS 


3. REPORTING FACILITY (List ali locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIO NS (sites) 


See Attached Listing 



REPORT OF ANIMALS U SCO BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023 A ) 1 

A. 

Animals Covered 

By The Animat 

Welfare Regulations 

B. Number of 
animats being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yel used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animats and for which the use of appropriate 
an esthetic, analgesic, or Iran quit 1 , zing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cots. C + 
D*6) | 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. .Hamsters 


S. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 


fxlMirve-i J 



ASSURANCE STATEMENTS 
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1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for ihis research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is fate, correct, and complete (7 U S C. Section 2143) 


JAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL TTvoe or Print) I DAT] 


DATE SIGNED 
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This report is required by law (7 USC 2143). Failure lo report according to the regulations can See reverse side for Interagency Report Control No 

result in an order lo cease and desist and to be subject lo penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

* 

1. REGISTRATION NO. CUSTOMER NO. 

43-R-01 15 16030 

* 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) nQpy 

mn 

? ! i *5 8 $ 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

fr . r vr „ VATTEROTT EDUCATIONAL CENTER 

r Uh $ U UK ' 1 0403 INTERNATIONAL PLAZA DRIVE 

t jp: ?\h. ST ANN, MO 63074 

(314)890-8484 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, 
sheets if necessary.) 

testing, teaching, or experimentation, or held for these purposes. Attach additional 


FACILITY LOCATIONSf sites) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

•■a 

TOTAL NO, 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


. 8 

15T 


33 

5. Cats 



33 


■3R 

6. Guinea Pigs 
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1 1 
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8. Rabbits 
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9. Non-Human Primates 
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1 0. Sheep 
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12. Other Farm Animals 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


N * ° ^ L (Type or Print) 

DATE SIGNED 
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This report is required by law (7 USD 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1, REGISTRATION NO. 
43-R-01 16 

CUSTOMER NO. 
22880 

FORM APPROVED 

OMS NO. 0579-0036 

1 2, HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with LfSDA , 1 

include Zip Cbde) 


. 

" for mm 

y j*. »I •.* f: %*•' wJ Jyj ft 

STOWERS INSTITUTE FOR MEDICAL RESEARCH 

1000 EAST 50TH 


KANSAS CITY. MO 64110 

■ 1 ^' 

(816) 926-4076 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfs/fesJ 



lv_o-b AnimcU SevN/iois 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

Ha 

Animals Covered 

By The Animal 

Wei fa re Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, Jesting, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
re! ievrng drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
dislress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which leaching, 
experiments, research, surgery or Jests were 
conducted involving accompanying pain or distress 
lo the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of (he teaching, research, 
experiments, surgery, or tests. (An expian ebon of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 





assurance statements 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or expen mentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (IACUC). A summary of aft the exceptions ts attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority lo ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of anfmal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

, / I certify that the above is true, correct, and complete (7 U. SC. Section 2143) 


FFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 
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UNITED STATES DEPARTMENT of AGRfCUL r LIRE | 

animal ano plant health inspection service 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

COPY FAR YM 

1. REGISTRATION NO. CU51 OMtK nv. FORM APPROVED 

43-R-OOC5 1487 OMB NO. 0579-0035 , 

r 2 . HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Z>p Code) 

MALL! NCK ROOT INC 

2703 WAGNER PLACt 

P O BCX 5840 

MARYLAND HEIGHTS, MO 63043 
(314) 654-20 DO 

3 REPORTING FACILITY (List ali locations where animals were housed^ustd reldtf tfi 

if neceftsarv \ 1 ftl F f! 0 MAT 1 Ail.. 

Resting, teaching, or ex Deri nnenta lion. or held for these purposes. Attach addrbona 

1 • - m w mWmxrroHSis*s) 

See Attached Listing 



1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or uscAPHiS FORM 7023A J 


A. 

Animals Covered 

0y The Animal 

Welfare Regulations 

B. Number o' 
animals being 
brec, 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
suigery bul not 
yet used for such 
purpose?. 

C. Number of 
animals upon 

Which teaching, 
research, 
experiments, or 
tesis were 

conducted 
fnvoMng no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducive involving 
accompanying pain or 
distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquil lung drugs were 
used. 

E. Number of animals upon which leaching, 
experiments, research surgery or tests wnre 
conducted involving accompanying pair or disiress 
(o (he animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drjgs would 
have adversely affected the procedures, results. Or 
interpreialion of the teaching, research, 
experiments, surgery, or tests. {An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

total no. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 

• 
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6. Guinea Pigs 
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8. Rabbits 
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9. Non-Human Primates 






10. Sheep 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animais, inducing appropriate use of anesthetic, analgesic, and iranquilizing dru^s, prior to. during, 
and following actual research, teaching. testing, surgery, or experimentation we r e followed by this research facility. 

2) Each principal investigator has considered altemaWeS lo painful procedures 


3) This ladlity is adhering to the standards and regulations unde' ihe Act, and it has required that exceptions to the standards and regulations be specified and explained Oy :he 
principal investigator and approved by the Institutional Animal Care and Use Committee (1ACUC). A summary of atf the exceptions is attached to this annual report, in 
addit on lo identifying the I AC UC -approved except ons, this summary includes a brief explanation of the exceptions, as well ss the species end number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority lo ensure the provision o f adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

l certify that the abovs is true, correct, and complete (7 U.$.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form lor 
additional information. 

1. CERTIFICATE NUMBER: 43-R~0008 
CUSTOMER NUMBER: *1 444 


FORM APPROVED 
OMB NO. 0579*0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


»« 


Washington University 
LindeH & Skinker Blvds 
St Louts, MO 63130 

Telephone: (314) -362-3229 


3. REPORTING FACILITY ( List all locations where animate ware 


housed or used te actual research, testing, or experimentation, or held for these purposes, Attach additional sheets if necessary ) 
FACILITY LOCATIONS ( Sites ) - See Atached Listing 


sheets If rtecessarv or use APHIS Form 7023A l 


P KcrU r\i ur wpwww \ 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

JviUU L> i Ml\ v 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery bul not ye 
used for such . 
purposes. 

C. Number of 
animate upon 
which teaching, 
research, 
experiments, or 
tests ware 
conducted 
involving no pain, 
distress, or use or 
pa in-relieving 
drugs. 

D. Numtw of animate upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animate an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs ware 
used. 

E. Number of animate upon which teaching, experiments, 
research, surgnry or teste were conducted involving 
accompanying pain or distress to the animate and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, experiments, 
surgery, or leste, ( An explanation of the procedures 
producing pain or distress In these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


4 

315 


319 

5. Cats 



3 


3 

5. Guinea Pigs { 

92 

333 

171 

• 

504 

7. Hamsters 


123 

40| 


163 

i 

8. Rabbits 


372 

390i 


762 

9, Norvhuman Primates 

39 

5 

200 


205 

10. Sheep 

i 




0 

11. Pigs 



378 


378 

1 Z Other Farm Animals 









• 


0 

13. Other Animals 






Bats 

106 


23 


23 

Gerbils 


38 

94 


132 

Chinchillas 

rrj-— ” ' 



14 


14 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranqullinng dregs, prior to, during and followina actual rese, 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3> '! ^Tl" 9 10 S* ™e u,B,lons un <* r the Act, and It has required that exceptions to the standards and resjulatiora be specified and explained by the principal bivesiigator and apt 

Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions * ettachad to this annual report In addition to identifying the lACu&epprovsd excaptiona. this aummary in, 
brief explanation of the exceptions, as wel as the apedes and number of animals affected. 

* 

<) The atiendhg veterinarian Igr this research faciity has appropriate authority to ensure the p rovision of adequate veterinary care and to oversee ihe adequacy of other aspects of animal 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


care and use. 


Signature of c,e.o. or institutional official 
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additional information. 


’nteragency Report Control No 
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This report is required by law (7 USC 2143) Failure to report according to the regu/alrons can 
result inar> order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO, CUSTOMER NO, 

43-R-0009 1399 

FORM APPROVED 

OMB NO. 0579-0036 

* 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

MIDWEST RESEARCH INST 

425 VOLKER BLVD 

KANSAS CITY, MO 64110 
(816) 753-7600 

3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets it necessary.) 


FACILITY LOCATIONS*?* M) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets rf necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

8, Number of 
animals being 
tred, 

conditioned , or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
;ranquiji 2 lng drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use of appropriate 
anes tfoeiic, analgesic, or Iran quizzing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress vr these 
animals and the reasons such drugs were not used 
must be attached to this report) 
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TOTAL NO. 

OF ANIMALS 
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10. Sheep 
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\J 

_ _n _ 



. 0 

12. Other Farm Animals 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiliang drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to pa inf j I procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved py the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUOapp'oved exceptions, this summary includes a brief explanation of the exceptions, as we!! as the speaes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority tc ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2743) 
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NAME & TITLE OF CEO. OR INSTITUTIONAL OFFICIAL (Type or Print) 
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This reoort is required Oy law (7 USC 2143). Failure to report accord rg to the regulations can 
resulUn an ore® to cease ord desrs, and to be subject to penalties as provided (or Sea.cn 21S0. 
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additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1 . REGISTRATION NO. 

43-R-001 1 


CUSTOMER NO. 

1507 


Interagency Report Control No 
0 180-00 A-AN 

FORM APPROVED 
OMB NO. 0579-003S 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with US DA, 
include Zip Code) 

ST LOUIS UNIVERSITY 

221 N. GRAND BOULEVARD, DB-106 

ST LOUIS, MO 63103 

<3 1 4) 577-8345 


3, REPORTING facility (Us, all »oc*ti ” k where animals were Wd or used in research la Washing or experWt^on, or neid for these purposes. Attach add.uonat 
sheets if necessary.) . . — — . ■ — ~~ 


FACfL ITT LOCA VOS S/s if es) 


See Attached Listing 


PY FOR YOUR 


!»FPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adOitioral sheets it necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4, Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


B Rabbits 


9. Non-Human Primates 


10, Sheep 


11. Pigs 


1 2, Other Farm Animals 


13. Other Animals 


Ferret 


8. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but rot 
yet used for such 
purposes. 


C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relie ving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
d stress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tran quizzing drugs were 
used. 


Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, resuJls, ur 
interpretation o*‘ the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C <■ 

D + S} 





ASSURANCE STATEMENTS 

_ J 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use o f anesthetic, analgesic, and franquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Comrrrttee (IACUC). A summary of all the exceptions Is attached to this armuaf report in 
addition to identifying the IACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for lifts research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. , 

" CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL ' 

(Chief Executive Officer or Legally Responsible Institutional official) 
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SIGNAT I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) [“ OATf 


DATE SIGNED 


fO 


APHIS 

(AU 


L 


:t which is obsolete 




PART 1 - HEADQUARTERS 


OCT 1 5 -003 


y to > 


This report is required by law (7 USC 2U3). Failure lo report aocordint) to the : regula ilrrns ‘Can 
„,,, .< in on order to cease and dessi and lo be subject to penalbes as prodded fcr in Se cilor.2 ; 

— “ ft -M. 


See reverse Side for 
additional cnformatior 


UNITED STATES DEPARTMENT OP AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. RE GIST RATION NO. 

43-R-C-012 


CUSTOMER NO, 
1495 


interagency Report Concert No 
01 80- DO A- AN 

FORM APPROVED 
OMB NO. D579-O036 


r HEADQUARTERS RESEARCH FACILITY (Name and Address, as tiered wild US DA. 

*"*'* 20 Code, K)RKSV|LL£ C0UEGE 0 F OSTEOPATHIC MEDICINE 

800 W JEFFERSON ST 
KIRKSViLLt, MO 63501 
(660) 626-2400 


3 . REPORTING FACILITY (List dll locations where animals were ncused or used in actual research, testing, teach-ng. or experimentation, or held for these p J J p 

sheets >f necessary.) — 11 ' " " 


See Attached Listing 


Clit-lf FOR VOHR 
IMf l WMATIBH - 


FACILITY LOCATiONSfs/ies; 


Timken-Burnett Ressearch Bldg. 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional snee.te ff necessity prune APHIS FORM 7023 fi ) 


nui v ■ v | i »i‘* i*— w mwwp' y- ■ i 

A. 

Animate Covered 

By The Animal 

Wafers Regulations 

B. Number of 
. animals being 
bred, 

conditioned, or 
rrofd for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
researen, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of oain- 
relieving diugs. 

D. Number o' animate upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain cr 
distress to the animate 
and for which appropriate 
anesthetic, analgesic, or 
tranquil Uing drugs were 
used. 

E. Number of animats upon which teaching, 
experiments, research, surgery or jests were 
conducted ; nvotvjftg accompanying pain or distress 
to the animals and for which the use u' appropriate 
a nesfiiefro, analgesic, or tr&nqui lining drugs would 
hove adversely affected the procedures, results, or 
inferpretalion of the teaching, rosea rch, 
experiments, sur gery, or tests (An explanation of 
the procedures producing pain or distress in those 
animals and the reasons suet drugs were not used 
must be attached to ffi/s report) 

F, 

TOTAL NO. 

OF ANIMALS 

(CuiS. C + • 
D+E) 

4. Dogs 

0 


i 

T . „ . - - — .^d 

i 

5. Cats 

18 

3 

31 


34 

6 . Guinea Pigs 

0 





7. Hamsters 

0 


i 

i 



8 . Rabbits 

0 


1 

■ - ,T , 



9, Non-Human Primates 

0 


• 

1 



10 . Sheep 

0 


- 



11 . Pigs 

0 


' 



12. Other Farm Animals 

0 









’ 


13. Other Animals 


- 


t 


Shrews 

719 


4,624 


4,624 



. 






■ 


• 

f 

[ ASSURANCESTATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to,’ during, 
and following actual research, teaching, testing, surgery', or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful orocedures, 

- 3) This facility is adhering to the standards and regulations under the Act, and il has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Conrntliee (IACUC). A summary of all the exceptions is attached to this annua! report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as wet! as (he species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority (o ensure the provision of ad ecu ate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the ab ove is true, correct, and complete (7 U.S.C. Section 2143) 

NAME & TITLE OFC.EO, OR INSTITUTIONAL OFFICIAL [Type or Print) 


#iro t-UKM TU23 
(AUG 91) 


(Replaces VS FORM 78-23 (Oct 88), which Is obsolete 


DATE SiGNEO 


1022 03 


PART 1 -HEADQUARTERS 





This resort is required by law (7 uSC 210 ). rsilure ‘o report according lo the regulations can 
result in an order to cease and desist arc 10 be subject to senates os provided for in Gabion 21 SO. 


See reverse side ? or 
additional information. 


interagency Report Control No 
01 30-DO A-AN 


UNITED STATES DEPARTMENT OF ACRfCLLTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 

• * 

• 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

S 

1. REGISTRATION NO. CUSTOMER NO. 

43-R-GQ 1 4 MIS 

FORM APPROVED 

QM5 NO. 0579 0C25 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, es registered with >JSDA. 
include Zio Code] 

BOEHR/NGER 'NGELHElM ANIMAL. HEALTH INC 

2621 N SE'-J HWY 

ST JOSEPH, MO 6450b 
(816) 233-2571 

--- — ■ n i — J 

3. REPORTING FACILITY (Ust 3lJ locations where aninois were housed or used in actual research, testing, teaching, or sxoerimeniation, or held for these pu'poses. Attach additional 
sheets if necessarv.) 

’ | 

pnoy rflh .vffcfu 

-AGILITY LOCATIONSfSifes) 

n _ - — - — — ■ - ■ - — 

See Attached Listing 

* 

ifUt j } yfi 

INFORMATION 

R 

(G)-P-^ 

• % 

, 


REPORT OF ANIM&LS USED BY OR LINDER CONTROL OP RESEARCH FACILITY (Attach additional sheets ii necessary or use APHiS FORM 7023A) 


(a. 

Animals Covered 

By The Animal 

Welfare Regulations 

0. Numoer of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 

surgery but not 
ye: used for such 
purposes. 

C. Number of 
aruma s upon 
which leaching, 
research, 
experiments, or 
:csls were 

conducted 

nvolving no 

pain, distress, or 
use o‘ pain- 
relievng drjgs. 

□. Number d animals uxrn 
which experiments. 

- teaching, research, 
surgery, or lesls were 
conducted involving 
accompanying pain or 
distress to the animals 
anc for which appropnate 
anesthetic, analgesic, or 
Vanquilizing drugs were 
used. 

£. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquiiizmg drugs would 
hav£ adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
fhi? procedures producing pain or distress in these 
animals and the reasons such drjgs vvere not used 
must be attached to this report) 

F. . 

TQTAL. NO. 

Of ANIMALS 

{Cols. C * 

0 + E) 

4. Dogs 

O 

K _ _ . 

0 

0 



S. Cats 

• 

* 

— 

* 

0 

n 

1 S’ 

6, Guinea Pigs 

O' _• 

2, 33? 

0 ■ . 

. . 1,001 

3 r 31 Q 

7. Hamsters 

n 

■ 1,17 1 _ . 

d 

L L 17 

7. HL 

A. Rabbits 

0 

t / 

2 t .. 0 13 . 

. . D . __ . 

O - . _ . 

> 

.JLo.y.3^ 

9. Non-Human 1=1 ri mates 

. 

tf/fi . 



r 

f 

10. Sheep 

iU 


- 



1 1 . Pics 

i 

n!$ 



r 


12. Other Farm Animals 

K(fn 


• 


• 


i 




• 

13. Other Animafs 

tjJa- 





• 




• | 

_ 

\ i 

* 

■ 





1 

* 

* 




t 

• 


ASSURANCE STATEMENTS 


1} Professianatly acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and iranquiiizjng drugs, prior to. during, 
and following actual reseancn,- teaching, teslirg, surgery, or experimentation were followed by thts research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

d) This facility is adhering m the standards and regulations under the Act. and it h2s required ‘hat exceptions tc the standards and regulations be specified and explained by the 
principal investigator and approved by tie Institutional Animal Care and Use Committee (IACUC). A summary of a if th* exceptions is attached to this annual report. In 
addition lo identifying Ihe lACUC -approved excep lions, inis summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of anrrref care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U S.C Section 2143) 

SIGN ‘ ■ T *”“ “ — ‘CIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

1 1 / f f/o> 


APHl 

(A 


23 {Oct 8S ), which is obsolete 


PART 1 - HEADQUARTERS 




Hint/ o n >']0'! 



This rrvvyi is reouired bv law (7 USC 2143) failure to report according to the regulations can 
S V^Tc'zJ^ MU .0 m subject .0 pen..» M » S«M 2 M. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1, REGISTRATION NO 

43- R- 0015 


See reverse side for 
additional information. 

CUSTOMER NO 

1504 


Interagency Resort Control No 
01 SO -DO A- AN 

FORM APPROVED 
OM9 NO. 0575-0036 


2. HEADQUARTERS RESEARCH facility (Name and Address, as registered witn USD A, 

include lip Code) ^ 

ST JOHN’S MERCY MED CTR 

S15S NEW BALIAS RD 

STLOWS,MO 63T41 


[ 3. REPORTING FACILITY (List all locations where animals were noussd or used in actual research, testing 
sheets if necessary.) 


"ng. teaching, or experimentation. nr held for these purposes. Attach additional 


FACILITY LOCATIONS (Sites) 


SIT 

ST LOUIS, MO 63141 


wr rot vi; tip, 

SF68K4 



(report OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH facility /Attach additional sheers ? necessary or use APHIS hORM 7023A) 


A. 

Animats Covered 

By The Animal 

Welfare Regulations 

6, Numoercf 
animals being 
bred, 

conGitioriad, cr 
held for use in 

teaching, losing, 
experiments, 
resea ren, or 
surgery but not 
yet used for such 
purooses. 

C. Number of 
anmals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain' 
relieving drugs. 

0, Number of animals upon 
which experiments, 

leaching, research, 
surge-y. or tests were 
conducted involving 
accompanying pain or 
distress to Lh* animals 
and for which a p propri ate 
anesthetic, analgesic, or 
Iranouilizing drugs were 
used. 

E. Number at animals upon which leaching, 
experiments, research, surgery or tests were 
conducted invoking accompanying pain or dislress 
to the animals and for which the use of appropriate 
an esthetic, analgesic, or iranquillzirig 00193 would 
have adversely affected the procedures, resuits , or 
interpretation of the teaching, research, 
expen merits, surgery- 01 /An exp/a na fib n of 

the procedures producing pain or distress in these 
animals and the reasons such drugs were nof used 
must be attached ro this report) 

F, 

TOTAL NO. 

OF ANIMALS 

(Co)s. C + 

D + E) 

4, Dogs 






5. Cats 






6. Guinea Pigs 





"I 

7. Hamsters 

J 






8. Rabbits 

a 


12 


12 1 

3. Non-Human Primates 





| 

10. Sheep 






1 1 . Pigs 



17 


17 I 

12, Other Farm Animals 










• 


13. Other Animals 






Ferret 

1 





« — - - 





j 

• 



• 


j 


1} Professionally acceptable standards governing (he care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquil ng drugs, prior to during 
and following actual research, leaching, testing, surgery, or experimentation were followed by this reseorch facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) his facility is adhering io the standards and regulations under the Act, and .t has required that exceptions to the standards and regu.ations be specified and explained by ihe 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions ia aftochod to this annual report. In 
addition Ic identifying the lACUC-app roved exceptions, this summary includes a brief explanation of the exceptions, as well as Ihe species and number of animals affected. 

4) fne attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animqt care and us*. 


SIGNATURE OF C.E.O, OR INSTITUTIONAL OFFICIAL 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

J certify that the above ;s true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



APHIS FORM 7023 
(AUG 91) 


(Replaces vs FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 


11/11/2003 


PART 1 - HEADQUARTERS 


C cTt-L ■» 

z«j>y 


( his report is required by law (7 USC 2142), Failure to recoil according to the regulations can 
result in an order to cease and desist and to be subject tc penalties as provided form Section 2150, 


See reverse side for 
addit-onal information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1, REGISTRATION NO, 

43-R-Q029 


CUSTOMER NO. 
1 458 


Interagency Report Control No 
01 60-00 A- AN 


FORM APPROVED 
QMB NO. 0579*0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with OSDA, 
induce Zip Code; 

MAPLE WOODS COMM COLL 
2601 NE BARRY RD 
KANSAS CITY, MO 64156 

(816) 437-3237 


3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or heid for these purposes. Attach additional 
sheets if necessary.) 


FACtUTY LOCATlONSfsites; 



See Attached Listing 



Cl 

i 

fPr FOR TO OR 

Mr/S DJM! Its mm .... . 


'«V« 

\ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addHional sheets if necessary or use APHIS FORM 7 023 A ) 

- 

A 

6. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 


animals being 

animals upon 

which experiments. 

experiments, rosea rch. surgery or tests were 


Animals Covered 

bred, ; 

which teaching. 

teaching, research, 

conducted involving accompanying pair or distress 

TOl AL NO. 

By The Animal 

conditioned, or 

research, 

surgery, or tests were 

to she animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in ! 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drjgs would 



teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C» 


experiments, 

conducted 

distress to the animals 

interp relation of the teaching, research, 

D + E) 


research, or 

involving no 

and for which appropriate 

exDOrimcnts, surgery, cr tests. (An explanation of 


surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

(he procedures producing pain or distress in these 



yel used for such 

use of pain- 

tranquifiz ng drugs were 

animals and the reasons such drugs were not Used 


_ . 

purposes* 

relieving drugs. 

used. 

must he attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Goats 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic and tranquilizirg drugs, prior to. during, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explaired by the 
principal investigator and approved by the tnslftUionai Animal Care and Use Comrnntee (lACUC). A summary of alt the exceptions is attached to this annual report. In 
addition lo identifying ihe lACUC-apprnved exceptions, this summary includes a brief explanation of Ihe exceptions, as well as the species and number of anirrafs aTecfed. 

4) The amending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy nf other 
aspects of a ni m 2 1 care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 r '*' +ifv/ fha+ *** above is true, correct, and complete (7 U.5.C Section 2143) 

SIGf ( NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS F&RM 7023 
(AUG 91 ) 



(Replaces VS FORM 18-23 (Oct S3), which is obsolete 


PART 1 - HEADQUARTERS 




CGF¥ 


Y0I18 


This report is required bylaw (7 USC 2143). Failure to report according to me regufe|.o^fsft3s|| ^ 
resuJ! man urder to cease and desist and to be Subject to penalties as provided for n Section 21 5fr! ' 


See reverse side for 
additional information. 


Interagency Report Control No 
01 B0-DO A- AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use th/S form.) 


A. 


1 1. REGISTRATION NO. CUSTOMER NO. 

| 43-R-0029 14B8 


FORM APPROVED 

CMB NO. 0679-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address 
include Zip Code) 

as registered with USD A, 

MAPLE WOODS COMM COLL 
2601 NE BARRY RD 


KANSAS CITY, MO 64156 
| {816)437-3237 

~L_ —l_ —l 


An i mats Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, O' 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Horses 


Cattle 


C. Number of 

animats upon 
which teaching, 
research, 
experiments, or 
tests were 
concucted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs 


D. Numbe 1 ' of animals upon 
wnich experiments, 
ieaching, research, 
surgery, or tests were 
conducted involving 
accompanying pa j n or 
distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
Iran quizzing drugs were 
used. 


E. Number of animate upen which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
enesthetic.sn algesic, or irarpuiiizinq drugs would 
have adversely affected the procedures, resuils, or 
interpretation of tne teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols, C + 
D + E) 




ASSURANCE STATEMENTS 


1) Profess inna fly acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizmg drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this msearch facility. 

2) Each principal investigator has con si dared alternatives to painful procedures. 

3) This facility is adhering to the stgndards and regulations under the Act, and it has required that exceptions to the siandaras and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IaCUC). A summary of all the exceptions is attached to this annual repent. Jn 
addition to identifying (he lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ersure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal core and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, corned, and complete (7 U.S.C Section 21 43) 1 

St GNAT'" ~ 

NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 



APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


v. 


rr 



T7i.fi report is requ,red by law { 7 U SC 2143). Failure to report according to the regulationsc^n 
result in an order to cease and desist and lo be subject to penalties as provi ded form Section 3150. 

“ UNITED STATES DEPARTMENT OF AGRICULTURE 1 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


t. REGISTRATION NO. 

43-R-0030 


See reverse side for 
additional intonnalion. 

ON NO. CUSTOMER NO? 

1394 


Interagency Report Control No 
01 80-00 A- AN 

FORM APPROVED 
OMQ NO. 0579-0036 


annual report of research facility 

(TYPE OR PRINT) 


T HEADQUARTERS RESEARCH FACILITY (Nan te and Address, as registered with USDA, 
include Zip Code) 

TRUMAN STATE UNIVERSITY 
SCIENCE DIVISION 262 SH 
KtRKSVILLE, MO 63501 

(660) 765-4597 


3. REPORTING FACILITY (List alt locations where animals were housed or used in actual research, testing, leaching, or experimentation, or he.d hr these proposes Attach add 

sheets if necessary.) _ — - - - — — — ■ ■ — ■■ - 

— FACILITY LOCAT [ONS(srtes) 


See Attached Listing 

(?yvv tO ruder Hftl 


k \;\ 


I V' 3 1 0 ^ & PI* Ci FV d € r h(t\ / J 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIL1TV (Attach additional sheets if necessary or use APHIS FORM 1 023 A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
hed for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
anffrtals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
rdieving drugs. 


D. Number of arvmals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pan or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquillzmg drugs were 
used. 


Number of animate upon which ‘eachmg, 
experiments, research, surgery or tests were 
conducted involving accompanying pain o r distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquillzing drugs would 
have adversely affected the procedures, results, or 
interpretation Of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animate and (he reasons such drugs were not used 
must be attached to this report} 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


Guinea Pigs 


Hamsters 


Rabbits 


9. Non-Human Primates 


1 0. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





i 

t — ■ — — 1 

-J 

! 

M 

L 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including aopropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followod by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This faculty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by (he 
principal investigator and approved by the Institutional Animal C^re and Use CorrtrriUee (lACUC). A summary of alt exceptions fs attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, ibis summary indudes a brief explanation of the exceptions, as well as the species and njmber of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to ovensee ihe adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible institutional official) 

, 1 certify that t he above is true, correct, and complete (7 U.S.C. Section 2143) 

SI I NAMES. TITLe"oFCTe?o 7 oR IhlST^UTIONAJLOFRCIAL (Type or Print) 71 iTdATI 
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This report is required by tew (7 USC 2143). Failure to report according to the regulations can 
resu/J in an order to cease and desist and lo be subject to penalties as provided for in Section 2f50. 


See reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

43'RT>031 


CUSTOMER NO 

1425 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, *s registered with USDA, 
induce Zip Code) 

CCD JEFFERSON COUNTY 
I 10D0 VIKING DR 

HILLSBORO, WO 63050 

' - (G36) 797-3000 


3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) ’ • 


FACILITY LOCATION S(sites) 


See Attached Listing 


fun 

tVfl 
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AT* ' ■ " 




REPORT OF ANIMALS USED BY OR UN0ER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APWS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


6. Number of 
animals being 
bred. 

con df Ironed, or 
held for use in 
teaching, testing, 

experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
con dueled 
involving no 
pain, distress. Of 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching research, 
surgery, or tests were 
conducted involving 
accompanying paw or 
distress to the animals 
and for which appropriate 
aneslhetic, analgesic, cr 
tranquilizing drugs were 
used. 


E. Number of animals upon which teach ng, 
experiments, research, su'gery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which ths use of appropriate 
anesthetic.analgesic, or tranquil i zing drugs would 
have adversely affected the procedures, results, Of 
interpretation of the leaching, research, 
ftxperrrncnte, surgery, nr lest s. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

[Cols. C + 

D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governi ng the care, treatment, and use of animals, inefudmg appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
anc following actual research, teaching, tesling, surgery, or experimentalion were followed by this research facility. 

2) Each principal investigator has considered alternatives to pamfut procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. Ir 
addil/on to identifying the lACUC-approved exceptions, this summary includes a brief explanation o' the exceptions, as we// as the species and number of animals affecteo. 

4) The attending veterinarian for this research faciiily has appropriate authority to ensure the provision of adequate veterinary care and Jo oversee Ibe adequacy of other 
aspects of arimal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

i certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL ] NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) ( OATI 


PATE SIGNED 
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This report ts required by law (7 USC 2143). Fa lure to report accoroing to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additions! information. 


Interagency Report Control No 
01 eo -DO A- AN 



1. REGISTRATION NO, CUSTOMER NO. 

43-R-0036 1 483 

FORM APPROVED 

OMB NO. G&79-0036 , 

1 2. HEADQUARTERS RESEARCH FACILITY (Name an ct Address, as registered with USDA, 1 

I include Zip Code) 


| LITTLE CREEK FARM INC 

POBOX 2911 


LESLIE, MO 63056 


{573} 484-3085 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATION S ( sites) 



REPORTOFANI M ALS USED BY O R U N D ER C ONT RO L OF RESE ARC H F AC] LlTf (At ta oh addition at sh eets if necessary' or use APHIS FORM 7023 A) 

A, 

Animals Coveted 

By The Animal 

Welfare Regulations ' 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pa in- 
ref ieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pair or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, \ 

experiments, research, surgery or tests were . 

con d ucle d i n volvi n g a cco mpan yin g pa i n or di stress 1 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs wouid i 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached tc this report ) 

F. 

TOTAL NO. 1 
OF ANIMALS 

{Cols. C + 

D + E> 

1 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


% 

9. Non-Human Primates 



10. Sheep 


1 1 . Pigs 


12. Other Farm Anim§l9 atS 



ASSURANCE STATEMENTS 


1) PrcfessionaJJyacceplable standards governing (he care, treatment, and use of animats, including appropriate use of anesihetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by his research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to trieslardards and regulations under the Act, and it has required that exceptions to the standards and regulaf ons be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (fACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the JACUC -approved exceptions, this summary includes a brief explanation of tne exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research fac iity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C, Section 2143) 


~ ~ « , — ■ J NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) [ DAT1 



DATE SIGNED 


APH/S FORM 7023 
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This TJpcrt I* reputed fcy J»v (7 U$C2143>.Fa*ure l<? report according 1c thn wguietiCTM can Seefeverso toteregercy Report Cortra NO 

rvsuH in in crcer it and deaHt snd to bd subjea to peraHles *$ pro vfdetf fcK'in Sedlm 31$0, additional Wotmallon, 016G*DOA-AN 


UNITED STATES DEPARTMENT Of AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION ScRVICt 

r 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION MO. CUSTOM** ho, Aopanuen 

A<1 DJVA'i? iA** FORM APPROVED 

^'R- 0037 1423 ' OMB NO 0579-5030 

2. HCACCHjA,TT£«W RESEARCH FACILITY (Norn*} a.Td Addnew, as WfW USOA 

tip Cote) 

CENTRAL MO STATE UNIV 

WCM SCIENCE 3QG 

V/ARRENSSURG, MO C4063 
(816)543^933 

I a. reporting FACILITY lU?i «n locaitorw where pnimwa were housed ar vt#a in actmi moprch, leerlnfl, leachinp!, er os^Hmenlittoh. or held hr lh**e purposes. Aliach flodupnat 

I fTieeb If necessary.) 

faciuty LocAnohifim; 

S« Attached Lieting 

COPY FOR YOUR 


ihtVtffSifilfflfj 


REPORT OF ANIMALS USEO *Y 0* U«CFK CONTROL Of RESEARCH FAWTYfAflaeft MMformi yh^fs IT iwce«<jy ari/je APHTS rOW 7U23A J 


K 

Mimatft Cavaied 

9v The Artmtf 

Wdfsrt ReBMlpljons 

1 * 

B. Number gf 

artmaf* befngr 
brad, 

condtiixiH, cr 
hdd ipr In 
leaching, tettm^. 

Fwlnwru*, 
reseerch.pr 
aurpery btr! Adi 
yet u&«j for such 

pUTpp?**, 

C. Numtafdf 
upon 

which teaching, 
n*e*Fdn, 
experhner.fcs. pr 
i*5U vwa 

Involving rto 
p*H ditrew, ar 

wetfpalrv 

roteving aru$f.. 

O. Number at upon 

which expertments, 
tfacmng, roftnsrch, 

*»I WY. or twti were 
oanductee fftvahAip 

wwipenytnp p«ln or 

distress fcp thf xnlmah 
an* for wnieh npsrgpr^N 
enastheic. analgesic, cr 
HanqufflUnB wtrt 

weed. 

E* Number of erlmala upon wftkh tcechmfl. 
expehffwnt*, iweearch, sunjery or lesls were 
erjflifudod HvoMno •ccompartyl^g pain or 
to the inimei* and ter vrfiioh tie um of tppreprt?** 
are fltYjt'c,* ne 1 petlc, or tnnquffriie ^rug« would 
h«va adversdy alfcciod ihe procedum. nesJi?. or 
imcrpreiftion of the leaching, rc*et»n*i t 
experiment, furgery. a test*. (An txpiwntitono f 

Ihe practOwrt petaudng ptin or affirm m hr.se 

»nimp Ar wtffal T9B90M IvtH drjgy Wf WJf UttJ 
nwsi it tttodird \o this mpett) 

F> 

total no. 
or animals 

(CoIk. Q f 
D^E> 

4. Oogs 






5. Cat* 





• 

0- Guinea Plff* 






T. Hamstara 



• 



1 

9. Rabbits 


4 



4 

• 

0. NorvHurran Primates 





s 

| 10. Sheep 






11. Pig* , 



s 

. . . ' ... ... . 


12. Other fmn Anlm^'s 












13. Other Animal* 

• 





ground squirr 

el 

1 

l 

• 

l 

zhipmuiks 

7 


13 


- 2a (T 

i 





w~ 


ASSURANCE STAT£M*WTS 

\) prc*ft5***i<»*ytco*<Hjye *t*ncterd* povennb u the care, imetmcni. pod uae of SfUmaLs, inchitfhfl appropriate uae Of anesthetic. anal^ahc. aM hwnqtfMipdrrige, prior to, doHrg 
4nd fdl«tf,ng actual rreeorcn. (caching, feymfc furpery. or axpertmenfcflgn w*r« Followed by *& rmeeerc h tariiiiy, 


*) Each principal mv^foaior ha* edndder*d a Item lives to pftlnW proc*dun?G, 


a* THi* ^eniy Ip Mherinfl to Hie garctarto and (v^dsihm under thr Ad. and it roi reqvted that *rcep**t* t« the yitnird* *n tf wguiettortfi ha waned and explained by «*. 
principal mvertgalgr and approved by til* iretiutloflfli Artm*[ Cane and U« Commltitt (IACUC). A tuimmry of ail me axcaptlm* la attache* to thiMwuat repon,m 
JHcWbn io kJortffyinfl fhe lACLC-appro*** exceptions, Wj summary Indutfos $ inti fjplarurtton of the exeeplons, aa wer a* itvp species m6 * unbar of animat* affected. 

, <) The attending for this mwwaqh Tiawy hat appropriate authority to ensure the pro^aton of adequo* veterinary care and to oversng the adequacy of offwr 

iipect? of animal cart art d use. 
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OR INSTITUTIONAL OFFICIAL 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institution*! offctaJ) 

} certify Thai m» *bov» fe lru». cored, and aomplele (7 U.S.C. Section 2143) 


NAME & TITLE OF CJE.O. OR INSTITUTIONAL OFFICIAL (Tw* or Print} 


T DATE SIGNED 
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This report is required by law (7 USC 2U3). Falure lo report according to the regulations can 
result in an order to cease and desist and .0 be subject to penalties as provided Tor in Sect. on 2 ISO. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL ANO PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information 


Ini era gen cy Report Control No 
0180-DOA-AN 



1. REGISTRATION NO. 
43-R 0046 

customer NO. 
1463 

FORM APPROVED 

OMB NO. 0S7 9-0035 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address. as registered with USDA f j 

include Zip Code) 

UNIVERSITY OF MtSSOURLST LOUIS 

OFFICE OF RESEARCH 

8001 NATURAL BRIDGE 

ST LOUIS, MO 63121 
(314) 516-5929 


sheels if necessary,) 


See Attached Listing 



FACILITY LOCATIONS (srtes) 



| REPORT OF ANIMALS USEO BY OR UNDER CONTROL OF RESEARCH FACILITY {Attach additional sheets if necessary or use APHIS FORM 7023 A ) 

A. 

B. Number of 

C. Number of 

0. Number of animals upon 

E. Number of animals upon which teaching, 

F. 


animals being 

animals upon 

which experiments, 

experiments, research, surgery cr tests were 


Animals Covered 

bred, 

which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

By Hie Animal 

conditioned, or 

research, 

surgery, or tests were 

to the animats and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use tn 

experiments, or 

conducted involving 

an esthetic, analgesic, or iranquiltong drugs would 



teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

{Cols. C + 


experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

□ + E) 


research, or 

involving no 

and for which appropriate 

export meats, surgery, or tests, (An explanation of 


■u-« 

surgery but no; 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yel used for such 

use of pah- 

tranquil! zing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1. Pigs 


12 . Other Farm Animate 



13. Other Animals 


Voles 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, deluding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the stardards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and ap oroved by the Institutional Animal Care and Use Committee (IACUC). A summary, of all the exceptions is attached to this annual report In 
addition <0 identifying the /ACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C Section 2143) 



ONAL OFFICIAL 
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This rs&crt IB required by lew (7 USC 21<*3). Failure io repon according ig me regulations oan 
re$y/i If? an crtfw Ic teas* and desUI ano lo be subject lo pansliifla a 6 brovidfcd f&r in Section £150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverie s«?e for 
aodiuonsi information, 


imarepflucy Repon Comm No 
OISO-DOA-AN 



1 , REGISTRATION NO. CU3TOM6R NO. 

A3-R-004B 14«1 

FORM APPROVED 

OME NO. 0^79-0035 

| 2- HEADQUARTERS RESEARCH FACIUTY (WBfn* dnet +4artsz, as rtfffme/erf w*t\ U&CA, | 

J fadudaZip Czdv) 


UNiVERSmr OF MISSOURI -COLUMBIA 

205 JESSE HAIL 
COLUMBIA. MO 66211 
(573) 662-9500 



sheets irrfeecssary.) 


See Attached Listing 


FACIUTY LOCA7IONSfs/rwj 



REPORT OF ANIMALS USED QY OR UNDER CONTROL OF RESEARCH FACIUTY (AMOti MtiNond &#*}* MX* Story or use APHIS PO PM 7023A ) 


. Anirmfy Coverad 
By The Anirwai 
Welfare Rosuieuons 


3. Nurabicr of 
antrmie b«!ng 
trre<3. 

conditioned, or 
heid for uea In 
teaching, festing, 
exparinrama, 
r«esrch, or 
surgery fiul noi 
yet us Bd for such 
purposes. 


C. Nuraer of 
animals upon 
which i«>ch)ng, 
nesaaren, 

expc'lfTwnls, or 

lesowera 

conducted 

involving no 
pglfi. dlSL/esa, gr 

use of pain- 
re Hexing dr-ss, 


D. Number cf gnmsis uoon 
*micn experimanls. 
leaching, rest arch, 
surgery. or toils wena 
conoudod J/ivoJying 
accompanying pain or 
dismiss lo the animals 
and ror which acDroDfl9la 
anesthetic, analgesic, or 
trgnq utilizing drugs were 
used. 


E. Numjtjr a! animats upon wmch teaching, 
axoaimenLi, research, surgery cr tests wc-e 
conducted involving accompanying bain or distress 
ic l he arirral* and forwhicn me u*: yf eoproprfala 
a^lhetic, analgesic, or Iranqutilzmfl drugs would 
have adversely affected the procscureSj rssulls. or 
iwerpreiall&n cf ihe teaching research, 
experiments. surgery, or lesls. (An exp/amdon of 
t<>« p/t ocfdutvs oroffucinQ ptin or distress in mese 
animals and iht rsasoha such drugs w er» nor used 
ciost da acacrretf to report) 


TOTAL NO. 
CF ANIMALS 

(CQlft. C J - 
0 * E) 


A, DOQSt 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


6. Rabbiis 


9. Ncfi-Humah Primates 


10- Sheep 


ii. Pigs 


12. Other Farm Animal 




13. other Animals® sts 


Gerbils 


Opossum 


Chinchilla 


ASSURANCE STATEMENTS 


Professionally acceptable standards govammg Ihe cars, treatment, and use gf animals, including appropriate uie of ancslhallc. analgesic, and iranqullrztng drugs, prior Lo, dunng, 
end following octusi rassarch, leaching,, testing, surgery, gr experimentation were followed by this research fasti ly, 

- 2) Each principal Investigator has considered alternatives to painful procedures. 

3) This fccflHy (s adhenng lo the standards *nd regulation* under Ihe Ad, ana ll has .uqulred irai exceptions lo the standards and repdallca* pe Specified end explained by die 
principal invesligalorand approved by thfi Institutional Animal Cars and Use commftroe (1ACUD). A ium^ary of an tha «*c«ptlotw \n artichcd to this innual report in 
addition to identifying the lACUC-eppravetJ exceptions this aurmtanr Indtroee a brief expianaiion or ihe exceptions, sa we*) as Ihe species and t umber cf animals affected. 

4f Tne attending i/oierinaiian ! or iWs raswrch fcciJily hos appropriate authority to ensure me provision of adequstc veterinary care and to overs &e Ihe adequacy of othar 
?sp«ct3 of animal care use. " 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 cehify that ih© above is true, correct, end complete (7 U.S.C. Section 21431 



DATE SIGNED 
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This report is required by law (7 USC 2143). Failure to report according so ibe regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 


See reverse side for 
additional information. 


UNITED STATES DEPART MEN' I Oh AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION N 0^ 

43-R-D051 


CUSTOMER NO 

1422 


r* * 

J ri-H Y 


Interagency Recoil Control No 
01 BO-DO A- AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Narr.e and Address, as reyfs'ered wWi USDA, 
include Zip Code) 

IMMVAC INC 
6080 BASS LN 
COLUMBIA. MO 65201 
(573) 443-5363 


3. reporting FACILITY (Lisl all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) - 


FACILITY LOCATION Sf sites) 


See Attached Listing / 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary' or use APHIS FORM 7023A ) 

A 

Animals Coverec 

By The Animal 

Welfare Regulations 

B. Number o‘ 
animals being 
bred, 

conditioned, or 
heicj for ui>e in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of ! 

animals upon 
which teaching, 
research, 

experiment, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
i Iran quizzing drugs were 

used. | 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving axompanying pain or distress 
to the animats and for which ihe use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F- 

TO TAL NO. 

OF ANIMALS 

(Cols. C + 

0 + E) 




4. Dogs 


5. Cats 



6. Guinea Pigs 


1 . Hamsters 


8. Rabbits 


S. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 


ASSURANCE STATEMENTS 


1} Profession ally acceptable standards governing the care, treatment, and use oF animals, inctuding appropriate use of anesthetic, analgesic, anc tranquill2ing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2] Each principal investigator has considered alternatives to painful procedures. 

3] This facility rs adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explamec by the 
principal investigator and approved by the Institutional Animal Care and Use Comnitfee (IACUC). A summary of all the exceptions is attached to this annual report . In 
addition to identfying (he lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species anc number of animais affected. 

4] The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of ether 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

. fo e above is true, correct, and complete (7 U.S.C. Section 2143) 

” | [iiAUC ft tItTcac Cun no imctTti tti/mu at rtccirtA^rfTTTTn^ir “ l hat-i 


« «■ f / 9 1 


8), which js oosoiere 


\nuu » i ) 


1 DATE SIGNED 

9 - 2fo3 

rw i i - ncADQUARTERS 


SEP 2 6 2003 





This report is 'equired by law (7 USC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject (o penalties as provided for in Section 2150. 


See reverse side for 
additional information 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AMO PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

43-R-O052 


CUSTOMER NO. 

1513 


Inieragency Report Control No 
01 80 -00 A- AN 


FORM APPROVED 
OM6 NO. 0579-0035 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY ( Name and Address, as registered with USDA, 
include Zip Code) 

S W MISSOURI STATE UN V 
901 S NATIONAL A VE 
SPRINGFIELD, MO 65B04 
(417) 836-5972 


3. REPORTING FACILITY (List all locations where animats were housed or used m actuai research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) ' 


FACILITY LOCATlONSfsrtes) 1 


See Attached Listing 

S W MISSOURI STATE UMTV, 901 S NATIONAL AVE i 


SPRINGFIELD, M0 65804 



| REPORT OF ANIMALS USEDBTOR UNDER CONTROL OF RESEARCH FACILITY (Attach a dditionot sheets it necessary or use APHIS FORM 7023 A ) 

A. 

Animals Covered 

By Tne Animal 

Welfare Regulations 

6. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 

■ expenments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pein, distress, or 
use Of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and f or which the use of appropriate 
anestheti c , ana I ges^c , or (rang ui Ii2irg drugs wo u 1 d 
have adversely affected the p'oceefures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pah or distress in these 
animals and the reosons such drugs were not used 
must be attached to this report ) 

F. 

lOTALNO. 

OF ANIMALS 

(Cols, C + 
D*E) 


4. Dogs 


5. Cals 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 Pigs 


12. Other Farm Animals 


Horses 


13. Other Animals 



Brown Bat 

0 

8 

i 

0 

0 

8 

Eastern Pipe- 
‘ strelle Bat 

0 

8 

0 

0 

8 i 

Cattl e 

25 

16 

0 

0 

16 

ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, inriuding appropriate use of anesthetic, analgesic, and Iranquilizing drugs, prior to, duhng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

fc 

3) This facility is adhering (o [he standards and regulations under the Act, and it has required that exceptions to tne standards and regulations bs specified and explained by (he 
principal Investigator and approved by the institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In 
addition tc identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as weit as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy cf other 
aspects of animal core and use. 

CERTIRCAtToN BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

/ certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGN ATURE OF C ^o7oR INSTITUTION AL OFFICIAL j"NAME"& TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL. (Type or Print) I DAT! 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


iWY / r pmo 




I < O S 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

CUSTOMER NO. 

43-R-0057 

1416 



This report is required by law (7 USC 2143}. Failure to leport according to the regulations car See reverse side for Interagency Report Control No 

result in an order to cease and desist and lo be subject to penaUes as provided for in Section 2150. addtionat information. 0180-DQA-AN . 


1 OFftlSTRATinN WO. CUSTOMER NO. I „ 

FORM APPROVED 

OMB NO. 057S-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name anti Address, as registered with USDA, 
include Zip Code) 

HEARTLAND HEALTH SYSTEM 

i ■ 5325 FARAON ST < 

ST JOSEPH, MO 64506 
(816) 271-6000 


3. REPORTING FACILITY (List all locations where animals were housed or used in acfuat research, testing, teaching, or experimental Pn, or held for these purposes. Attach additional 
sheets if necessary,) 


FACILITY LOCATIONS (sites) Up If 


See Attached Listing 

- hjesf 


< Maroon ^tre 
Si-CToSitfK 171 i6 sou / 1 


report of animals L'Sed sy OR UNDER CONTRuL OF RESEARCH FACILITY (Attach a dcitionai sheets if necessary or use AFHiS FuRM JQ23A ) 




Anrmals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, o" 
held for use >n 
teaching, testing, 
experimants, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals u pop 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted hvolvins 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranQ JlIlzIng drugs were 
used. 


E. Number of animats upon which teaching, 
experiment, research, surgery or tests were 
conducted involving accompanying pain or distress 
io the animals and for which the use of appropriate 
anesthet'c, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expfanetbn of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
Or ANIMALS 

(Cols. C + 

D + E) 


Dogs 


Guinea Pigs 


Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Othor Animals 





ASSURANCE STATEMENTS 


1) Profession alt y acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and folic wing actual research, teaching, testing, surgery, or experimentation were followed by this research fgeiity. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigate' and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of alt the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a Drief explanation cf the exceptions, as well as (he species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

- l certify that the above is true, correct, and complete (7 U S C. Section 2143} 


~ p- 4 * I O TfTI T AC? t n r\T\ 1*1 0 TIT1 iTI^Ll * E /MTIrM A I r"T. H-.'-It I QAT| 


88), which is obsolete 


PARTI 


T DATE SIGNED 

S jk 

HEADQUARTERS 

OCT - 9 2003 


r u' - * 


r> 



This report rs required by Jaw {/ USC 2143), Failure lo report according io the repulations can See reverse side for Interagency Repar 1 Control No 

resull in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional irformaion. OlftO-DOA-AN 


UNITED STATES DEPARTMENT OK AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

43-R-0101 1407 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Nan ie and Address, as fegisteied with US DA, 
include Zip Code) 

ANTIGEN LABORATORIES INC 

23-36 S MAIN ST 

LIBERTY, MO 64068 
(816) 781-5222 

3. REPORTING FACILITY (List all locations where an ; mals were housed or used in actual researen, testing, teaching, or experimentation, or betd for these purposes Attach additional 
sheets if necessary.) 

FACILITY LOCATIONS (sites) 

See Attached Listing 

34 South Main Street 

COPY rn* ... 

imp.. ..... .... 

Liberty, MO 64068 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7 023 A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

8. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
tea chi rig, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

Q. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
; nvotving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accomoanying pain or 

distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
iranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranauiiizing drugs would 
have adversely affected the p-ocedires, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must bo attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols.C + 

D * E) 

4. Dogs 

1 





5. Cats 






6. Guinea Pigs 

0 

- 1 

n _ 

.... .. 0 

_7S6 

7. Hamsters 




- 


8. Rabbits 

\ | 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 







- 

















| ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquillizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or expen mentation were followed by tnis research facility. 


2} Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has 'equired lhai exceptions io the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of fhe exceptions, as well as the species and number of animals affectec. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

f certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

ft ti inr nr r r n ad ui orm itiaii a i nm/'i a i 

| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

C l('^k 


zi 

m m.m ■ p ■ ^ p mi« i x 

(AUG 91) 


* m r v/f ^c«r f sr>v ^ v 88), which is obsolete 


PART 1 - HEADQUARTERS 


Wkri t 






f 


This report is required by law (7 USC 2143). Failure Jo report according to the regulations can 
resuft ir an order to cease and desist and to be subject to penalties as prov ded for in Section 21 SO. 


See reverse side for V '~ / T\ 
additional information. Vj 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
43-R-0102 


CUSTOMER NO 

1381 


Interagency Report Control No 
0180-OOA-AN 

FORM APPROVED 
OMB NO. 0S79-C036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wth USD A. 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Coce) 

rrvoti nD DD N W MISSOURI STATE UNIVERSITY 

( i YKtz UK HKIWtJ 600 UN j VERS , TY DR 

marwille; mo 644B8 

(660) 562-1388 

- - - - ■ ■ ....... - L .. ... - - - ■ ■ 

3. REPORTING FACILITY (Usf aft locations where animals were housed or used in acual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets r necessary.) 

FACILITY LOCATIONSfsifesJ ____ 

See Attached Listing I 1,7? PV ^ 


fjjg 

I & C fl r fe B n * ^ y . ** 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addlVonai sheds if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Anirnai 
Welfare Regulations 


B. Number of 
animals being 

bred, 

conoitioneC. or 
be d for use in 
teaching, testing, 
experiment, 
research, or 
surgery but not 
yet us ?d for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invo ving 
accompanying pain or 
c/isfress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquili zing drugs were 
used. 


B. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, a rtalgestc, or JranquiJizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were ncrt used 
must he attached to this report) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. NorvHuman Primates 



10. Sheep 


1 1. Pigs 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, ard use of animals, including appropriate use of anesthetic, analgesic, and tranquilizlng drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives tn painful procedures. 

3) This faciltly is adhering to the standards and regulations under the Act, and it has r equired that exceptions to the standards and reguations bp specified and expla ned by the 
principal investigator and approved by the institutional Animal Care and Use Committee (IACUC). A summary of all (he exceptions is attached to this annual report. In 
addition lo Identifying fhe lACUOaoproved exceptions, this summary includes a brief explanation of the exceptions, as well as the species ard number of animals affected. 

4) The attending veterinarian for Jhis research faci ity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

"■ CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

_ f certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

^ | NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL (Type or Print ) I OAT1 


DATE SIGNED 


AP 


riich is obsolete 


* 

h~ ( 

PART 1 - HEADQUARTERS 


(AU<5 at) 
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'J ri vf)H 
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This report is required by taw (7 USC 2143), Failure lo report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information 


UNITED STATES (DEPARTMENT OP AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

43-R-0105 


CUSTOMER NO. 

1591 


Interagencv Report Control No 
01 SO -DO A- AN 


FORM APPROVEO 
OMB NO. 0579-0035 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, os registered witn dSDA 
include Zip Code) 

MISSOURI WESTERN STATE COLLEGE 
4525 DOWNS DR . 

ST JOSEPH, MO 64507 



3. REPORTING FACILITY (Lis; all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes Attach additional 
sheets if necessary.) 


F A C I LfTY LO C A TIO NS (sites) 


MISSOURI WESTERN STATE COLLEGE 

ST JOSEPH, MO 64507 - 

Ifefftr,.' •Vf>h 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHtS FORM 7Q23A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B, Number of : 

animals being 
bred, 

conditioned, or 
held for use :n 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number cf 
animals upon 
which teaching, 
research, 
experiments, or 
tests wers 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

□. Number of animals upon 
which experiments, 
tcoching, research, 

surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
cor dueled involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, resulls, or 
interpretation of the leaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D -*■ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


to. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquillizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by the research facility. 

2) Each principal investigator has considered si tomatoes to painful procedures. 

3) This facility is adhering to the standards and regulators under the Act, and it has required that exceptions to the standards and regulations be specried and explained by the 
principal investigator and approved by (he Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the /ACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The aiiendiny veitsi ir u i iefi fCr this research facility hea appropriate authority to oncure the provition of adequate veterinary r-are and in oversee the adeauaev of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

. I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL j NAME & TITLE OF C,E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


11/24/2003 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsal*t® 


PART 1 - HEADQUARTERS 



This report is required by law (7 tJSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REG 1ST RATION NO, 

43-RH)107 


CUSTOMER NO. 

1505 


interagency Report Control No 
01 90-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0035 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OK PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with JSOA, 
include Zip Code) 

LNCO RESEARCH INC 
14 RESEARCH PARK OR 
ST CHARLES, MO 63304 

(660)441-3400 


3. REPORTING FACILITY (List all locations where anjma's were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS^*?*; 

. I 


See Attached Listing 


<U V ft 


/Mi 

m 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) , 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

5. Number of 
animals being 
bred, 

conditioned, or 
held for use in 

teaching, testing, 

experiments, 
research, or 
surgery but not 
yet used ter such 
purposes. 

C. Number af 
animals upon 
which leaching, 
research, 
experiments, nr 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for wf iicn appropriate 
anesthetic, analgesic, or 
tranquilizina drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranqui^ing drugs wculd 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and (he reasons such drugs were not used 
must be attached to this report) 

F. i 

TOTAL NO. 1 
OF ANIMALS | 

(Cols. C + 

D + E) 1 

. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animate, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, leaching, testing, surgery, or expert men! a:i on were followed by this research facility. 

2) Each principal investigator has considered alternatives to parnM procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal invest gator and approved by the institutional Animal Care and Use Committee (IACUC). A summary of alt tfie exceptions is attached to this annual report. Jn 
addition to identifying the lACUC-approvea exceptions, tnis summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) 7 he aliening veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy o 1 other 
aspects of animal c 2 re and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 
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result in an order to cease and desist and to be subject to penalties as provided tor in Section 2150. additional information. 0180-DOA-AN 


FORM APPROVED 
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EXCEL BIO PRODUCTS INC 
PO BOX 104 
WASHBURN, MO 65772 

(41 7) 626-5981 


3. REPORTING FACILITY (List all locations where animats were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) ^ __ __ __ . 
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See Attached Listing 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach a dditionai Sheets if neoesSAtypi use APHtS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

i 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, tesling, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, ortesfs were 
conducted involving 
accorppanying pain or 
dislress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tran quizzing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
an esthetic, an algesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D • E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 
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13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (tACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the JACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affecled. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
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result in an order to cease and desist and to be subject to penalties as provided for in Section 21 5D. 


UM I TED ST AT ES DEPARTM ENT OF AGRICU LTU RE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
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1. REGISTRATION NO. CUSTOMER NO. 

43-R-01 12 1757 
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0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 1 

| include Zip Code) 


SOUTHEAST MISSOURI STATE 

ONE UNIVERSITY PLAZA 

CAPE GIRARDEAU, MO 

63701 

| (573)651-2170 
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See Attached Listing 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHfS FORM 7023 A ) ! 

1 A. 

Animals Covered 

By The Animal 

Welfare Regulations 

i 

B, Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,anaJgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

1 

(Cols. C + 
DtE] 
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4. Dogs 


5. Cats 


6. Guinea Pigs 


7. , Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11, Pigs 


12. Other Farm Animals 



13. Other Animals 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquifizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering lo Ihe standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of alt the exceptions is attached to this annua/ report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

43-R-0115 


CUSTOMER NO. 

16030 


Interagency Report Control No 
01BO-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered with UbDA, 
include Zip Code) 

VATTEROTT EDUCATIONAL CENTER 
10403 INTERNATIONAL PLAZA DRIVE 
ST ANN, MO 63074 
(314) 890-8464 


3. REPORTING FACILITY {Lisl all locations where animals were housed or jsed in actual research, testing, leaching, or experimentation, or held for these purposes Attach additional 

sheets if necessary.) 


FACILITY LOCATIONS^ sites; 


See Attached Listing 




| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7C23A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, ana gesic, or 
tranquilizing drugs were 
used. 

EL Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to ;he animate and for u+>ich Ihc use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgeiy, or tests. (An exploration of 
the procedures producing pain or distress in these 
antmals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10 Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following aclual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator ias considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigalorand approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 

addition to identifying the lACUC-app'oved exceptions, this summary includes a brief explanation cf the exceptions, as well as the species and number of anrmais affected. 

• . 

4) The attending veler inarian J or this research facility has appropriate authority 1c ensure the provision of adequate veterinary care and to ove see the adequacy o' other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 
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This report is required by Jaw (7 USC 2143). Failure to repo't according tc the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HFALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

43-R-01 16 


CUSTOMER NO 
22880 


interagency Report Control No 
0183-UOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name end Address, as registered with LSD A 
include Zip Code) 

STOWERS (NST/TUTE FOR MEDICAL RESEARCH 
1000 EAST 50TH 
KANSAS CITY, MO 64110 

(815)926-4076 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes Attach addliiunal 

sheets if necessary.) ■ 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addition*} sheets if necessary or use APHIS FORM 70234 ) 


Animals Cohered 
By The Animal 
Welfare Regulations 


B, Numbe’ of 
animate being 
bred, 

conditioned, or 
held for use in 
teachifg, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
r e*earch, 
experiments, or 
tests ware 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of anims's upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which aporopnale 
anesthetic, analgesic. or 

trarrqufrfzing drugs were 

used. 


Number of animals upon which teaching, 
experiments, research, surgery or fasts were 
conducted involving accompanying pain or distress 
(a the animals and for wbch the use of appropriaie 
arestheiic.analoesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, su-gery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must tie attached to this report) 
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OF ANIMALS 

(Cols. C ^ 

D + E) 
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6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9, Non- Hu man Primates 



10. Sheep 


11. Pigs 


assurance statements 


1) Professionally acceptable standards govorning the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and Van quizzing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to tie standards and regulations under the Act, and it has required that exceptions to the standards and reguiaiions be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (JACUC) A summary of ail the exceptions Is attached to this annual report. In 
adcition to identifying the fACUC-approved exceptions, th/s summary includes a brief explanation of ihe exceptions, as well as the species and number of animals affedec. 

4) The attending veterinarian for this research facility has appropriate authority tc ensure the provision of adequate veterinary care and to oversee the adequacy of olher 
aspects of anlmai care anc use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
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